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CHAPTER I 
GENERAL 



Section I. PURPOSE AND SCOPE 

1. PURPOSE 

This manual is a guide for unit commanders and 
section leaders in the tactics and technique of the 
employment of the field artillery observation bat- 
talion and batteries. 

2. SCOPE 

a. The manual covers the organization, duties 

of personnel, training, and tactical emplojrment of 
the field artillery observation battalion and bat- 
teries. It also covers techniques involved in sound, 
flash, and radar ranging ; and survey and meteor- 
ological operations. 

6. For tactics and technique common to all field 
artillery battalions and batteries, not contained in 
this manual, see FM 6-101 and FM 6-140. 

Section It. MISSIONS 

3. GENERAL 

Six principal missions are performed by the' 
field artillery observation battalion. These mis- 
sions are discussed in the following paragraphs. 



4. LOCATION OF HOSTILE ARTILLERY 



Location of hostile artillery is performed by 
sound, flash, and radar platoons. 

5. REGISTRATION AND ADJUSTMENT OF 
FRIENDLY ARTILLERY 

Precise registration and adjustment of friendly 
artillery can be conducted by flash and radar 
ranging. Registration and adjustment can also be 
conducted by sound ranging. Sound and radar 
units should not be diverted from their target lo- 
cation mission if other means of registration or 
adjustment are available. 

6. COLLECTION OF INFORMATION 

Collection of information is a duty of all per- 
sonnel of the observation battalion. Flash ob- 
servers provide most of the combat information 
reported by the battalion. 

7. CONDUCT AND COORDINATION OF CORPS 
ARTILLERY SURVEY OPERATIONS 

The observation battalion survey officer coor- 
dinates the survey operations of all artillery oper- 
ating within the corps area. Plans for use of the 
organic survey parties of the observation bat- 
talion and attached topographic engineer parties 
must be coordinated with the survey plans of the 
divisions of the corps to avoid duplication of 
effort. A survey information center (SIC) is 
maintained in continuous operation near the ob- 
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servation battalion headquarters or the corps ar- 
tillery fire-direction center. 

8. COMPARATIVE CALIBRATION OF 
FRIENDLY ARTILLERY 

The flash ranging platoon can perform com- 
parative calibration of friendly artillery. The flash 
observation posts locate each round, and the flash 
survey parties locate each piece being calibrated. 

9. PROVISION OF BALLISTIC METEOROLOGICAL 
DATA FOR FRIENDLY ARTILLERY AND 

FOR SOUND RANGING 

Meteorological messages are provided by the 
meteorological section of headquarters battery. 

Section 111. ORGANIZATION, EQUIPMENT. AND 
DUTIES OF PERSONNEL 

10. GENERAL 

All operations and methods described in this 

manual are applicable with any current table of 
organization and equipment for the field artillery 
observation battalion. 

J I. OBSERVATION BATTALION 

a. The observation battalion consists of a head- 
quarters and headquarters battery and three ob- 
servation batteries. The battalion is motorized. 

b. Normally, one observation battalion is as- 
signed to a corps. 
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12. BATTALION HEADQUARTERS 



The observation battalion headquarters con- 
sists of the commander and his staff ; its organiza- 
tion is similar to that of any other type artillery 
battalion headquarters. For the detailed duties of 
headquarters personnel common to all types of 
artillery battalions, see FM 6-101. 

a. Battalion Commander. For the detailed du- 
ties of the battalion commander, see FM 6-101. 
In addition to his other duties, the observation 
battalion commander is also the corps artillery 
survey officer; for his duties as corps artillery 
survey officer, see paragraph 60. 

h. Battalion Executive. For duties of the execu- 
tive officer, see FM 6-101. 

c. Personnel Officer (Si). For duties of the S-1, 
see FM 6-101. 

d. Intelligence Officer (S2). In the field artillery 
observation battalion, the S2 and the S3 function 
as a team in which the S2 may be assigned as the 
assistant to the S3. The principal duties of the S2 
are — 

(1) Keep the battalion commander and staff 
informed of the enemy situation. 

(2) Coordinate observation agencies within 
the battalion. 

(3) Receive, evaluate, and record shelling, 
counterbattery, and countermortar re- 
ports from observation battalion agen- 
cies; and disseminate information and 
resulting intelligence to subordinate 
units and the next higher artillery head- 
quarters. 
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(4) Make a continuous study of the terrain, 

(5) Keep the S2 situation map. Foresee the 
need for, obtain, and distribute maps 
and air photographs in the battalion. 

(6) Insure dissemination of periodic weather 
reports to the using agencies. 

(7) Plan for and supervise all counter- 
intelligence activities within the bat- 
talion. 

(8) Coordinate and supervise intelligence 
training of all personnel in the bat- 
talion, and the specialized training of 
intelligence personnel and observers. 

(9) Study and supervise the interpretation 
of air photos. 

(10) Furnish the executive with pertinent 
S2 data for inclusion in the unit report. 
e. Operations and Training Officer (S3 J. The 
SB's primary function is the locating of targets. 
The principal duties of the S3 are — 

(1) Assist the battalion commander in the 
planning, preparation, and issuance of 
operation orders and instructions. 

(2) Keep the battalion commander, staff, 
and battery commanders informed of 
the situation. 

(3) Prepare plans for the movement of the 
battalion, including warning and march 
orders, march graphs, plans and orders 
for rail and water movements, and 
other directives as may be required. 

(4) Work in close cooperation with the bat- 
talion S2 on target information and loca- 
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tion ; keep the S2 informed of map and 
photographic needs and probable ob- 
servation requirements. 

(5) Maintain the S3 situation map and other 
pertinent S3 records as required by the 
battalion commander and higher head- 
quarters. 

(6) Plan and supervise all training within 
the battalion to include the preparation 
of battalion training programs and re- 
view of battery schedules, organization 
and schedules for unit schools, coordi- 
nation of specialist training with appro- 
priate staff officers, procurement of 
training facilities, and provisions for 
continuous training of all elements of 
the battalion throughout combat. 

(7) Furnish the battalion executive with 
pertinent SB information for inclusion 
in the unit report. 

/. Supply Officer (Si). The duties of the bat- 
talion S4 conform to those described in FM 
6-101, with the exception that the S4 in the 
observation battalion does not command a service 
battery. As munitions officer of the observation 
battalion, he is concerned only with small arms 
ammunition. 

g. Communication officer. The battalion com- 
munication officer is charged with the planning, 
installation, and supervision of all . signal com- 
munications for the battalion. For additional du- 
ties of the communication officer, see FM 6-101. 

h. Radar Officer. The radar officer advises the 
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commander concerning radar operations and 
training. He coordinates radar operations, main- 
tenance of radar equipment and the procurement 
of spare parts. 

i. Battalion Survey Officer. The battalion sur- 
vey officer advises the observation battalion com- 
mander in survey planning and assists him in the 
supervision and execution of survey operations. 

j. Survey Assistant. The survey assistant as- 
sists the battalion survey officer. 

k. Survey Warrant Officer. The survey warrant 
officer assists the battalion survey officer and is 
in charge of the survey information center. 

13. EQUIPMENT 

Techniques of employment of the observation 
battalion discussed in this manual are not limited 
to specific models of items of equipment. See cur- 
rent tables of organization and equipment and 
the appropriate technical manuals for information 
on particular items of equipment. 

14. HEADQUARTERS BATTERY 

Headquarters battery consists of a battery 
headquarters, operations platoon, topographical 
platoon, communication platoon, service platoon, 
personnel section, and battery maintenance sec- 
tion (fig. 1). 

a. Operations Platoon. The operations platoon 
contains the operation section and the meteorolo- 
gical section. The operation section establishes 
and operates the battalion command post. The 
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meteorological section obtains meteorological data 
for artillery, sound ranging, and, when requested, 
for the Air Force. 

b. Topographical Platoon. The topographical 
platoon contains the survey information center 
and the topographical section. The topographical 
section performs the field work necessary for 
the coordination of surveys performed by artil- 
lery operating within the corps area and by the 
observation battalion. The survey information 
center collects and disseminates survey informa- 
tion. 

c. Service Platoon. The service platoon has a 
supply section and a maintenance section (FM 
6-140). This platoon supervises and assists the 
observation batteries in the performance of main- 
tenance. 

d. Others. The battery headquarters, communi- 
cation platoon, battery maintenance section, and 
the personnel section have the normal functions 
required in all separate battalions (FM 6-140). 

e. Principal Duties of Key Personnel. The prin- 
cipal duties of Ifey personnel of the headquarters 
battery are listed below. 

Individual Duties 

BATTEEY HEADQUARTERS 
Battery commander. . The battery commander of head- 
quarters battery has a dual func- 
tion — battery commander and 
headquarters commandant. As a 
battery commander, he is re- 
sponsible for — 
. Training the battery in conform- 
ance with the battalion train- 
ing program, and attaining the 
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Individval Dutiea 

training objectives on time. 

Keeping the battery administra- 
tion and supply systems func- 
tioning efficiently in conformance 
with regulations and the policies 
of the battalion commander. 

Maintaining the materiel and 
equipment. 

Preserving the health and physi- 
cal fitness of the personnel of the 
battery. 

Maintaining the morale and dis- 
cipUne at high standards. 

Informing the battery of the gen- 
eral and specific situations en- 
countered. • 

Keeping the battery ready to ac- 
complish its mission either alone 
or as a part of the battalion 
team. 

As headquarters commandant, he — - 
Locates the elements of, organizes, 
and supervises the displacement 
of the command post. 
Supervises and coordinates the ad- 
ministration of the headquarters, 
including mess, transportation, 
and supply. 
Organizes local security. 
Warrant officer, For duties of the warrant officer, 

unit administrator. unit administrator, see FM 6-140. 

First sergeant ; For duties of the first sergeant, 

see FM 6-140. 

Battery clerk For duties of the battery clerk, 

see FM 6-140. 

OPERATIONS PLATOON 
Intelligence Assists the S2 in — 

sergeant. Intelligence training of the bat- 

talion. 
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Individual 



Dwtiea 



Reconnoitering for routes, posi^ 
tions, bivouacs, and assembly 
areas. 

Collecting, collating, evaluating, in- 
terpreting, and disseminating in- 
formation. 

Exchanging information with in- 
telligence sections of adjacent 
units. 

Obtaining and distributing maps, 
and air photographs. 

Keeping the S2 situation map and 
other records current. 

Keeping the target locations on 
the record of sound, flash, and 
radar locations; shell reports; 
and working log for periodic re- 
ports current. 

Operations Assists the S3 in prepai-ing plans 

sergeant. and supervising the — 

Organization and training for com- 
bat operations. 

Movement of the battalion. 

Organization, training, and oper- 
ations of the operation section 
on the command post. 

Preparation of the situation and 
operation maps and overlays. 

Keeping of target locations on the 
record of sound, flash, and radar 
locations. 

Sergeant major For duties of the sergeant major, 

see FM 6-140. 
Artillery meteorologi- Acts as advisor to the battalion 
cal warrant officer. commander arid to the corps 
artilleiy commander on ballistic 
meteorological matters. 
Supervises, coordinates, and par- 
ticipates in the operations of an 

«87»7«— 51— 2 
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Individual 



Duties 



Artillery meteorologi- 
cal chief. 



artillery meteorology section. 
Selects the operating area for the 
meteorology section, and directs 
installation and operation of the 
section. 

Maintains close liaison with Air 
Weather Service detachments, 
and with other artillery meteor- 
ology sections in the vicinity. 
Exercises technical supervision 

over the section. 
Acts as principal assistant to the 
artillery meteorological warrant 
officer. 

Supervises and advises computers, 
plotters, operators, and main- 
tenance personnel on technical 
matters. 

Supervises the operation of all 
equipment in the meteorologry 
section. 

Performs the maintenance and 
authorized repair of meterologi- 

cal equipment. 

TOPOGEAPHICAL PLATOON 
Chief artillery survey Supervises, coordinates, and par-, 
ticipates in survey operations. 
Acts as principal enlisted assist- 
ant to the survey officer to facili- 
tate rapid, accurate, and common 
survey control for artillery units. 
Instructs the members of the topo- 
graphical platoon in their duties. 
Supervises, coordinates, and par- 
ticipates in the operation of an 
artillery survey party, 
Reconnoiters area to be surveyed. 
Instructs members of the survey 
party in their duties. 



Weather equipment 
technician. 



specialist. 



Chief of survey 
party. 
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Individual 

Survey and instru- 
ment man. 



Topographic drafts- 
man. 



Artillery survey 
computer. 



Survey recorder 



Operates survey instruments. 

Reads, interprets, and announces 
stadia distances. 

Measures stellar, or solar angles. ■ 

Performs minor and emergency 
maintenance on survey instru- 
ments. 

Reads and interprets maps and 
aerial photographs. 

Plots survey data on charts, such 
as grid sheets, maps, or plot- 
.ting boards. 

Assembles aerial photographs into 
area or rough strip mosaics. 

Prepares overlays of survey points. 

Collects, files, and distributes sur- 
vey data at the survey informa- 
tion center. 

Extracts pertinent data from sur- 
vey charts, overlays, reports, 
and other documents. 

Computes survey' data. 

Applies trigonometric principles 
for solution of triangles in 
determining the coordinates of 
traverse, triangulation, and re- 
section points. 

Computes true coordinates from 
assumed coordinates. 

Computes coordinates of straight 
or curved base microphone axr 
rays. 

Computes grid azimuth from stel- 
lar or solar observations. 

Computes survey locations by use 
of mechanical computing ma- 
chines. 

, Prepares . accurate sketches and 
diagrams of the survey problem. 
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Individual 



' Duties 



Keeps an accurate record of sur- 
vey information determined in 
the field. 

Artillery rodman and Assists other members of the sur- 
tapeman. vey party. 

Clears a line of sight in advance 
of survey by removing brush, 
small trees, and other removable 
obstacles. 

Drives and marks stakes for in- 
strument locations and other 
reference points. 

Measures horizontal distances using 
tape. 

Carries and holds surveying rods 
in position. 

COMMUNICATION PLATOON 
For duties of the personnel of this platoon, see FM 6-140. 

PERSONNEL SECTION 
Personnel sergeant, . For duties of the personnel ser- 
geant, see FM 6-140. 

SERVICE PLATOON 

Radar sergeant Performs repair and maintenance 

of radar equipment. 

For duties of the supply sergeant, motor sergeant, auto- 
motive parts clerk, and mechanics, see FM 6-140. 

BATTERY MAINTENANCE SECTION 
For duties of the personnel of this section, see FM 6-140. 

15. OBSERVATION BATTERY 

Each observation battery contains a battery 
headquarters, flash ranging platoon, sound rang- 
ing platoon, radar platoon, communication pla- 
toon, and maintenance section (fig. 2). 
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a. Battery Headquarters. The battery head- 
quarters contains the clerks, messengers, and 
command post personnel of the jbattery. 

b. Flash Ranging'. Platoon. The] flash ranging 
platoon is divided intp an operations section and 
topographical section. It is commanded by a 
lieutenant, who is the flash ranging oflficer of the 
battery. He has as an- assistant, a lieutenant, who 
is the survey officer f or the flash ranging platoon. 
The flash ranging platoon is subdivided as fol- 
lows : 

(1) The operations section performs the 
necessary drafting, plotting, and com- 
putation for the platoon; installs and 
operates the flash ranging central; and 
normally furnishes the observers and 
recorders for four observation posts. 

(2) The topographical section consists of two 
survey parties which perform the neces- 
sary survey operations for the platoon. 

c. Sound Ranging Platoon. The sound ranging 
platoon is divided into an operations section and 
a topographical section. It is commanded by a 
lieutenant who is the sound ranging officer of 
the battery. He has as an assistant, a lieutenant, 
who is the survey officer for the sound ranging 
platoon. The platoon is subdivided as follows: 

(1) The operations section performs the 
necessary drafting, plotting, and com- 
putation for the platoon; installs and 
operates the sound ranging central ; and 
furnishes the sound outpost observers. 

(2) The topographical section consists of 
two survey parties which perform the 
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necessary survey operations for the 
platoon. 

d. Radar Platoon. The radar platoon contains 
the personnel necessary for radar ranging. It is 
commanded by a lieutenant who is the radar offi- 
cer of the battery. He has as an assistant, a 
warrant officer, who is the technical advisor and 
chief repairman in the platoon. The platoon con- 
tains two sections, each capable of operating one 
radar set. The platoon leader normally exercises 
his supervision from one of the two sections. 
Communication is provided by the battery com- 
munication platoon. Suitable survey control for 
the radar positions is normally provided by sound 
or flash topographical sections. 

e. Communication Platoon. The communication 
platoon is responsible for the installation and 
maintenance of the wire and radio systems of 
the radar, sound, and flash platoons, and for the 
installation, operation, and maintenance of the 
wire and radio nets of the battery. 

/. Maintenance Section. The maintenance sec- 
tion furnishes the personnel for the battery mess 
and supply, and for the maintenance of motor 
transportation. 

<g. Principal Duties of Key Personnel. The prin- 
cipal duties of key personnel of the observation 
battery are listed below. 

Individual Duties 

BATTERY HEADQUARTEES 
Battery commander. . For duties of the battery com- 
mander, see paragraph 14, ex- 
cept that this officer does not 
function as headquarters com- 
mandant. 



17 



Individual Duties 

Executive Assists the battery commander in 

performing iiis duties. 

"Warrant officer, For duties of the warrant officer, 

unit administrator. unit administrator, see FM 6-140. 

Pirst sergeant For duties of the first sergeant, 

see FM 6-140. 

Battery clerk For duties of the battery clerk, 

see FM 6-140. 

FLASH RANGING PLATOON 
Platoon leader Makes reconnaissance for the ob- 



servation posts and the flash 
ranging central for a flash 
ranging base. 

Recommends and advises the unit 
commander on the type of base 
required to properly cover the 
assigned zone of observation. 

Decides on the best method of sur- 
vey to locate and orient each ob- 
servation post. 

Maintains liaison with adjacent 
units to assure local security for 
the entire installation. 

Supervises the training of the 
platoon. 

Reconnoiters aggressively, pre- 
pares future plans, and recom- 
mends displacements when they 
become necessary. 
Survey officer '. . Supervises and coordinates the sur- 
vey parties of the topographical 
section. 

Reconnoiters and plans battery 

survey operations as directed. 
Assists the battalion survey officer. 
Acts as assistant platoon leader. 
Flash ranging Assists the platoon leader in recon- 

chief. naissance, selection and occupa- 
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Individ'ual 



Chief flash switch- 
board operator. 



Chief flash ranging 
computer. 



DutieB 

tion of flash observation post;s 
and the flash rangfing central. 

Supervises the preparation of an 
overlay of the operations area. 

Coordinates survey methods in the 
installation of the base. 

Informs the chief flash ranging ob- 
server and the survey chief of 
intervisibility and accessibility 
of intervening terrain and the 
friendly and enemy tactical situ- 
ation. 

Verifies plotting and computations. 

Evaluates flash reports and in- 
spects records. 

Trains members of the section in 
individual duties. 

Supervises the testing and pre- 
ventive maintenance of all flash 
ranging equipment. 

Inspects, tests, and spot checks 
equipment to insure proper oper- 
ating condition. 

Coordinates the supply of flash ob- 
servation posts to provide for 
their continuous operation. 

Serves as flash switchboard oper- 
ator. 

Installs, tests flash switchboard. 

Relays orientation data from plot- 
ting team to observation posts. 

Coordinates flash reports from ob- 
servers. 

Relays target data from plotting 
team to observers. 

Enforces communication discipline. 

Supervises the computing and plot- 
ting team at the flash ranging 
central. 
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Individual 



Duties 



. Computes and verifies, during the 
initial installation of the base, 
short traverses, three-point re- 
section problems, and azimuths 
for orientation of each OP. Dur- 
ing operation of the base, he 
computes altitudes and checks 
azimuths on high-burst and cen- 
ter-of-impact registration. 

Chief plotter Operates the flash ranging plotting 

board as required. 
Plots the OP's in their proper posi- 
tion on the board, after assign- 
ing proper numbers to the grid 
lines on the board. 
Assists and supervises in the oper- 
ation of the board when plots 
are being made to determine co- 
ordinates of targets or to deter- 
mine orienting azimuths for ob- 
servers. 

Determines, when necessary in 
either deliberate or rapid instal- 
lations, fire commands to be sent 
to the fire-direction center of any 
artillery unit. 

Computes ranges, using a military 
slide rule, and polar-plots, using 
a range-deflection fan, in rapid 
installations. 

Chief flash Supervises the work of the flash 

ranging observer. ranging observers to insure that 
the OP's of the flash base are 
installed at the proper location 
and are oriented properly. 
Informs the flash ranging ob- 
servers of the friendly and enemy 
situation. 
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Individual 



Duties 



Checks, calibrates, and adjusts all 

observing instruments. 
Assists the flash ranging chief in 
the procurement and distribution 
of equipment, rations, and sup- 
plies to each OP. 
Flash ranging Assists the chief flash ranging ob- 

observer. server in the selection, survey, 

and installation of observation 
posts. 

Verifies personally the orientation 
of the observing instruments and 
the construction and camouflage 
of the emplacements. 

Insures that supplies and rations 
reach each OP. 
Assistant flash Supervises or assists in the opera- 

ranging observer. tion of an individual observa- 
tion post as required. 

Sets up the instrument and verifies 
its orientation. 

Measures and verifies the angles 
and distances on the Initial in- 
stallation of the OP. 

Insures that the zone of observa- 
tion is correct and that proper 
reports and records are made. 

Coordinates all matters of supply 
and rations with the flash rang- 
ing observer. 

For duties of the chief artillery survey specialist, chief of 
survey party, artillery survey computer, survey recorder, 
and artillery rodman and tapeman, see paragraph 14. 

SOUND RANGING PLATOON 
Platoon leader Supervises all sound ranging oper- 

ations. 

Makes reconnaissance for and se- 
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Individual 



Duties 



lects the sites of sound ranging 
installations. 

Coordinates operations of the 
sound ranging, communications 
and survey personnel in the es- 
tablishment of sound ranging 
installations. 

Advises the battery commander 
relative to sound ranging tactics. 

Supervises sound platoon training 
and administration. 
Survey officer Supervises and coordinates the sur- 

vey parties of the topographical 
section. 

Keconnoiters and plans battery 

survey operations as dii'ected. 

Assists the battalion survey officer. 

Acts as assistant platoon leader. 
Sound ranging chief. Carries out the instructions of the 
sound officer relative to installa- 
tion of sound outpost, base, and 
central, and assists in the se- 
lection of position. 

Supervises sound central opera- 
tions. 

Instructs key persoimel in individ- 
ual duties and team operations. 

Performs administrative duties as 
chief of sectidn. 
Chief sound recorder. Installs and supervises the care 
and maintenance of sound re- 
cording apparatus. 

Operates the sound recorder; re- 
lays the record obtained; and 
transmits the information to and 
from the outpost observers. 

Performs duties of the sound chief 
when necessary. 
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Individual 

Chief record reader. 



Dutiet 



Chief sound ranging 
plotter. 



Chief sound ranging 
observer. 



Interprets and disposes of sound 
records. 

Performs duties of the sound chief 

when necessary. 
Supervises the installation, opera- 
tion, and care and maintenance 
of sound plotting equipment. 
Operates the plotting board-. 
Installs and operates the sound 
outpost. 

Activates the recording apparatus. 
Reports, when appropriate, infor- 
mation relative to hostile artil- 
lery. 

Performs battlefield surveillance. 
Adjusts artillery Are. 
Makes entries and performs aritli- 
metical operations on the sound 
plotting record. 
Determines time interval correc- 
tions with charts. 
Maintains storage batteries. 
Operates battery charger. 
Aligns and makes minor repairs on 
radios. 

For duties of the chief artillery survey specialist, chief of 
survey party, artillery survey computer, and artillery rod- 
man and tapeman, see paragraph 14. 



Sound ranging 
computer. 



Sound ranging 
maintenance 
specialist. 



RADAR PLATOON 



Radar officer, 
platoon leader. 



Radar warrant 
officer. 



directs 



Selects radar sites and 
operation of the platoon. 
Conducts training in radar opera- 
tion. 

Supervises and performs repair 
and maintenance of radar equip- 
ment. 

Radar chief Assists the radar officer. 

Radar section chief. . Supervises the radar section. Di- 
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Individual Duties 

rects operation of the section. 
Conducts section training and di- 
rects operator radar mainte- 
nance. 

Assists the radar section chief. 

Performs and supervises radar 
repair and maintenance. 

COMMUNICATION PLATOON 



Communication Supervises and maintains all com- 

officer, platoon munication facilities in the bat- 

leader, tery. 

Maintains close contact with the 
b'attalion communication officer 
to assure that proper communi- 
cation procedures are used. 
Communication For duties of the communication 

sergeant. sergeant, see FM 6-140. 

Bepairman, radio . . . For duties of the radio repairman, 
see FM 6-140. 

Wire sergeant For duties of the wire sergeant, 

see FM 6-140. 



MAINTENANCE SECTION 
For duties of the personnel of this section, see FM 6-140. 



Radar operator 
repairman. 
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CHAPTER 2 
TACTICAL EMPLOYMENT 



Section I. PRINCIPLES OF EMPLOYMENT 

16. GENERAL 

The field artillery observation battalion with 
its sound, flash, and radar equipment is employed 

to assist the artillery with the corps by locating 
hostile installations (particularly hostile artil- 
lery); registering and adjusting fire of friendly 
artillery, providing survey control, collecting 
combat intelligence, and furnishing meteorologi- 
cal and comparative calibration data for artillery. 
Technical considerations involved in the effective 
accomplishment of these functions should be left 
to the observation battalion or battery command- 
er, who should advise higher headquarters of the 
capabilities and limitations of his unit under the 
existing conditions. 

17. PRINCIPLES OF EMPLOYMENT 

The observation battalion normally is employed 
under centralized control. When the observation 
battalion commander cannot exercise centralized 
control, batteries may be attached to divisions or 
task forces. An observation battery attached to 
a division or task force is employed as a unit 
to provide the division with combat intelligence 
(particularly the location of hostile artillery) and 
to adjust artillery fire. Survey is provided to 
assist the division in establishing survey control. 
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Observation/ units should be employed in such a 
manner as to exploit their inherent capabilities 
of cooVdinated, long-range observation. The bat- 
talion is capable of operating for prolonged pe- 
riods of time ; this capability should not be com- 
promised by placing installations so far forward 
as to subject them to frequent interruptions from 
enemy action or hostile mortar fire. The observa- 
tion batteries are employed in such a manner as 
to cover most effectively the Corps front. The 
tactical situation and the extent of the front will 
govern deployment of the observation batteries 
and the installations required. The sound, flash, 
and radar installations of a battery should be 
located to cover so far as practicable the same 
zone of observation. For a typical installation of 
an observation battalion, see figure 3. 

18. CAPABILITIES AND LIMITATIONS 

The observation battalion is capable of fulfill- 
ing the six missions outlined in paragraphs 3 to 
9, inclusive. In general, the limitations of sound 
and flash ranging do not apply to radar ranging. 
Conversely, the limitations of counterbattery ra- 
dar do not apply to sound or flash ranging. The 
over-all efficiency of counterbattery intelligence 
is greatly increased by the ability of these agen- 
cies to reinforce and complement each other. 

a. Sound Ranging. Sound ranging normally is 
capable of producing locations with an accuracy 
of 50 to 100 yards at ranges up to 15,000 yards. 
It is most valuable because of its ability to locate 
artillery pieces which are hidden from visual 
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observation. 'Sound ranging is particularly effec- 
tive in fgg; it does not require a clear line of 
sight to 'the target. The sound ranging set nor- 
malljt'^rovides artillery locations at ranges from 
3,500 to 20,000 yards. The maximum range is 
limited only by the intensity of the sound. Moun- 
tainous terrain may or may not materially affect 
operations, depending on the relative locations of 
the base and sound sources and the ground con- 
tours in the area under consideration. Normal 
battlefield noises tend to confuse interpretation 
of the sound record. High winds impair accuracy. 

6. Flash Ranging. Flash ranging locations are 
extremely reliable, under favorable conditions the 
most accurate available means of target location 
and a valuable source of intelligence information. 
Flash ranging is limited in its effectiveness, how- 
ever, by unfavorable terrain and weather con- 
ditions which impair visibility. 

c. Counterbattery Radar. Radar determines 
both range and direction to the target from a 
single position whereas sound and flash ranging 
systems determine target locations essentially by 
the intersection of lines of direction from an array 
of well separated and multiple positions. The 
establishment of a radar position normally is 
much less time consuming than the installation 
of either sound or flash ranging systems. For 
such operations as a pursuit or rapid exploita- 
tion, where neither a broad front nor time per- 
mits sound and flash ranging installations to the 
desired degree, radar ranging lends itself most 
readily. F.A. Radar sets in current use are less 
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effected by adverse weather than sound ranging, 
and are not so dependent on favorable terrain 
as flash ranging. Since the radar detects the 
hostile mortar by locating points on or a ]^t of 
its trajectory, the accuracy of the actual ground 
location of the weapon is impaired by mountain- 
ous terrain concealing all but a small upper por- 
tion of the trajectory. Heavy rain and snow will 
.seriously reduce the radar range. Kadar is also' 
susceptible to electronic countermeasuret s. 

Section II. CENTRALIZED CONTROL 

19. GENERAL 

The observation battalion usually is employed 
as a unit. Counterbattery intelligence from the 
observation battalion is transmitted directly to 
the corps artillery counterbattery intelligence 
officer; other combat information is transmitted 
to the corps artillery fire-direction center in ac- 
cordance with established procedure. Common 
survey control is provided for the artillery oper- 
ating within the corps area. All installations of 
the battalion are accurately located by survey, 
and complete wire communication systems are 
established within the battalion. 

20. DEPLOYMENT 

The deployment of the observation battalion 
in a typical situation under centralized control 
is shown in figure 3. The battalion command post 
is located where it can most efficiently control its 
batteries and is accessible to the corps artillery 



29 



fire-direction center. Normally, the battalion com- 
mand post is located near the corps artillery fire- 
direction center. All three observation batteries 
are deployed abreast, unless the sector width is 
such that two batteries in position are sufficient. 
A salient may require the normal installations of 
all three observation batteries plus additional 
installations, using the spare or emergency equip- 
ment of the battalion, in this case, the capacity 
of the battalion to operate for prolonged periods 
of time is substantially reduced. Sound, flash, and 
radar installations should be deployed in such a 
manner as to cover the suspected location of the 
mass of hostile artillery. Separate zones of ob- 
servation for flash, sound, and radar should be 
avoided wherever possible. 

21. OCCUPATION AND ORGANIZATION 
OF POSITION 

Normally, complete reconnaissance, survey, and 
communication installations should precede the 
occupation of position; however, the battalion is 
capable- of going into position rapidly. The 
organization of a position consists of all the 
operations necessary to prepare the unit for the 
effective accomplishment of its mission. The com- 
pleted installation shown in figure 3 may be the 
result of a progressive development following an 
initial hasty occupation of position. The mission, 
terrain, enemy activity, and disposition of our 
own troops will determine the type of installa- 
tion that will be used. 
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22. DISPLACEMENT 

Displacement is made by battery, or by any 
of the elements of a battery, in the assigned zone 
of action (usually the zone of action of the corps) 
and in such a manner that observation is con- 
tinuous. Prior planning and continuous recon- 
naissance are essential so that displacement can 
be made either forward or to the rear in the 
shortest possible time. 

Section III. DECENTRALIZED CONTROL 

23. GENERAL 

The observation battery is equipped to sustain 
itself in action; it can execute all of the missions 
of the observation battalion except determine and 
furnish meteorological data. (The meteorological 
section from headquarters battery may be at- 
tached to the most centrally located battery or 
to any separate battery which does not have 
access to antiaircraft or air weather service 
meteorological data.) The observation battery 
should be employed as a unit. It is employed as 
the counterbattery intelligence agency for a divi- 
sion in much the same manner as the observation 
battalion is employed by corps. To f acilitate early 
entry into action, reconnaissance elements of the 
observation battery should be well forward in 
the leading march columns of the division (fig. 4) . 
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Figure 4. The observation battery marching with the 
division. 
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24. FACTORS TO BE CONSIDERED IN 
DEPLOYMENT 



a. Before setting up their installations, the 
sound, flash, and radar officers should have, or 
should obtain, information as to the following: 

(1) Situation. 

(2) Zone of observation. . 

(3) Base points, check points,, and other 
critical points. , . 

(4) Priorities for observation. 

(5) Firing chart (map, photograph, sur- 
veyed, observed). 

(6) Survey and registration. 

(7) Location of the division artillery com- 
mand post (fire-direction center). 

(8) Position area of firing batteries. 

(9) Restrictions on areas for bases. 
(10) Communication. 

b. The type, location, and method of installa- 
tion depend upon the mission, terrain, time avail- 
able, and the tactical situation. For a full dis- 
cussion of types and methods of installation of 
sound, flash, and radar systems, see chapters 7, 
8, and 9, respectively. 

25. DEPLOYMENT 

The deployment of the observation battery in 
a typical situation under decentralized control is 
shown in figure 5. The battery command post 
is located where it can most efficiently control 
its platoons and is accessible to the division artil- 
lery fire-direction center. Normally, the battery 
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command post is located near the division artillery 
fire-direction center. Each platoon should be de- 
ployed so as to cover the entire division front. 

26. OCCUPATION AND ORGANIZATION 
OF POSITION 

a. When the observation battery is attached 
to a division, the initial occupation and organi- 
zation of sound, flash, and radar positions usually 
is rapid with a rninimum of survey and wire 
communication completed before occupation. 

h. The installations are progressively and con- 
tinuously developed by — 

(1) Improving the survey of the sound and 
flash bases and radar sites. 

(2) Connecting the sound and flash bases and 
radar surveys with the division fire- 
direction survey. 

(3) Establishing common survey control. 

(4) Establishing communication appropriate 
to the organization for combat. 

(5) Expanding to deliberate installations. 

(6) Relocating and reorienting, if necessary. 

27. DISPLACEMENT 

Displacement usually is made by elements of 
the sound, flash, and radar platoons in such a 
manner as to provide continuous observation. 
Reconnaissance and planning are carried on con- 
tinuously. Survey and communication should be 
established in the new position area prior to 
displacement from the old. 
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Section IV. ORDERS 



28. GENERAL 

a. The field artillery subparagraph of a corps 
field order will contain only those instructions 
to the observation battalion which are necessary 
to provide for its coordinated employment. Fre- 
quently, only brief instructions pertinent to or- 
ganization for combat, survey, and observation 
will be included. Where employment of the ob- 
servation battalion requires no special instruc- 
tions, written orders usually are omitted from 
corps orders and oral instructions are given. The 
observation battalion- commander advises the 
porps artillery commander concerning the employ- 
ment of the observation battalion. See FM 6-20 
for details of corps artillery plans and orders. 

h. The observation battalion commander's or- 
ders to his batteries usually are oral, although 
they may be fragmentary or complete. Full use 
should be made of warning orders. 

29. CHECK LI5J FOR BATTALION ORDER 

Paragraph 1 . 

a. Enemy Situation: 

General disposition. 
Artillery — known or suspected. 
h. Own Troops: 

Plan of supported unit. 
Artillery — disposition and general plan 
employment. 
Paragraph 2. Mission of this battalion, including 
priority and zones of observation. 
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Paragraph 3. 

a. Battery A: 

Zones of observation — sound, flash, and 
radar; priorities. 

Flash observation posts, limitations, loca- 
tions of observation posts. 

Sound base — ^type and location. 

Radar position areas. 

Special instructions: 
Survey. 

Communication. 

Counterbattery plan. 

Registrations — sound, flash, and radar, 

b. Battery B: (Same as battery A.) 

c. Battery C: (Same as battery A.) 
X. (1) Survey: 

Control. 
Firing chart. 

Plan — organization and assignment of 

survey parties. 
Survey information center — ^location 

and time of opening. 

(2) Meteorological message: 

Schedule for artillery and sound rang- 
ing messages. 

Special instructions concerning prep- 
aration of meteorological messages 
and distribution of meteorological 
messages. 

(3) Local and individ/ual security : 

Local protection against aircraft, 
tank, ground, and airborne attack. 
Obstacles and mines. 
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Warning systems. 
(4) Instructions regarding movement: 
Route. 
Destination. 
Speed. 

Special instructions for march securi- 
ty, route marking, order of march, 
initial point, release point, and 
other details appropriate to the 
situation. 

Paragraph U. Administrative matters (reference 
will be made usually to a separate administrative 
order). Instructions to batteries concerning — 

Supplies and supply points. 

Location of battalion aid stations. 

Salvage. 

Captured materiel and prisoners of war. 

Traffic restrictions, route marking. 

Traffic priorities. 

Restricted areas. 

Mail. 

Shelter. 

Reports. 

Miscellaneous matters. 
Paragraph 5. Communication: 
Wire. 
Radio. 
Codes. 

Location of command posts. 

30. CHECK LISTS FOR BATTERY ORDERS 

a. Movement Orders. 
Present location. 
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Route. 

Destination. 

Speed. 

Special instructions for marching secu- 
rity, route marking, order of march, 
initial point, release points, and other 
details appropriate to the situation. 
b. Orders for Occupation of Position. 

Situation: Enemy and our own troops. 

Mission: Include status — attached or sup- 
port. 

Observation: 
Zone. 
Priorities. 

Base and check points. 
Locations of installations. 
Location of survey information center. 
Survey: 

Plan and organization. 
Firing chart. 
Registration. 
Control. 

Location of battalion SIC and time of 

opening. 
Local security: 

Defense against aircraft, tank, ground, 

and airborne attack. 
Obstacles and mines. 
Location of machine guns. 
Location of sentinels. 
Warning system. . 
Location of truck park. 
Administrative details (par. 29) : 
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Location of kitchens; schedules and 
method of feeding. 

Location of supply points. . 

Location of battalion aid station (cov- 
ered in battalion field order). 

Communication (covered in battalion 
field order). 

31. PRECAUTIONARY INSTRUCTIONS 

a. Upon concluding an oral order, the com- 
mander should synchronize time and ask for 
questions. 

6. Orders must be given to fit a situation and 

not a check list. Many points listed here may be 
covered in the standard operating procedure of 
the unit. 

c. Orders must be clear, concise, and timely. 

d. For other details, see FM 101-5. 
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CHAPTER 3 



RECONNAISSANCE, SELECTION. OCCUPA- 
TION. AND ORGANIZATION OF POSITION 



Section I. GENERAL 

32. PURPOSE 

The purpose of reconnaissance, selection, and 
occupation of position is to move a unit from its 
present position area, rendezvous or bivouac area, 
or from a march, into a position from which it 
can effectively accomplish its mission. An estab- 
lished procedure for the reconnaissance and occu- 
pation of position is necessary in order to deploy 
the unit rapidly. It is neither possible nor de- 
sirable to lay down rigid rules for the com- 
position of parties and the procedure to be 
adopted in every situation. Commanders are ex- 
pected to make such modifications as the par- 
ticular circumstances may require. 

33. TASK INVOLVED 

Placing a battalion into position involves — 

a. Reconnaissance for battery positions ; sound, 
flash, and radar installations; command posts; 
routes into positions; wire routes; truck parks; 
and aid station. 

b. Formulation of a plan for occupying the 
position selected. 

c. Issuance of orders to carry out the plan. 

d. Execution of the order, that is, the actual 
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emplacement of the various elements of the bat- 
talion. 

Section II. RECONNAISSANCE 

34. GENERAL 

Reconnaissance is continuous in anticipation of 
orders for the employment of the observation 
battalion in conformity with the general plan. 
As soon as the order for the employment of the 
battalion in a specific area is received, a map and 
ground reconnaissance of that area is made by 
the battalion commander and certain members of 
his staff. The battalion commander then issues his 
order to the battery commanders who, with their 
sound, flash, radar, and communication officers, 
make a more detailed map and ground recon- 
naissance of positions for their installations. The 
position and type of sound base to be used, the 
location and type of flash installation, the radar 
positions, the wire routes, the locations of com- 
mand posts, flash and sound ranging centrals, and 
the survey plan are determined from this recon- 
naissance. The considerations which determine 
the type of installation are fully discussed in 
chapters 2, 7, 8, and 9. 

35. PRINCIPLES 

a. General. The time allotted to reconnaissance 
generally is limited, and the procedure must be 
so organized that it can be accomplished as com- 
pletely as possible in the time allotted. A map 
reconnaissance can be made at any time, but a 
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ground reconnaissance is most elfective during 
daylight hours. The size of the reconnaissance 
party usually is restricted to a minimum — only 
essential vehicles and personnel. The remainder 
of the unit stays in bivouac or rendezvous. If the 
situation permits, communication and survey per- 
sonnel should be included in the reconnaissance 
echelon so that survey and the installation of 
communications can be started at once. 

b. The Battalion Commander's Party. The bat- 
talion commander's party consists of such per- 
sonnel and equipment as are needed to assist the 
battalion commander in his reconnaissance, for- 
mulation of his plan, issuance of orders, and 
initiation of the occupation of position. The com- 
position of the party will vary widely according 
to the mission and restrictions on the number of 
vehicles in the forward area. In general, it is 
desirable that the battalion commander take with 
him his S3, communication officer, survey officer, 
sergeant major, and a messenger. If possible and . 
appropriate, he may take with him any or all of 
the following: 

(1) Radar officer. 

(2) Battery commanders and their parties. 

(3) Survey section. 

(4) Communication chief. 

(5) Wire laying vehicles. 

(6) Battalion surgeon or a member of the 
medical detachment. 

(7) Battery agents. 

(8) S4 or his representative. 

c. The Battery Commander's Party. When re- 
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porting to the battalion commander for orders, 
the battery commander is accompanied by his 
party. The composition and loading of this party 
is based on the initial tasks to be performed and 
the number of vehicles that the battery com- 
mander is authorized to take with him. It should 
contain personnel and equipment to assist in 
reconnaissance, to initiate the establishment of 
observation and communication, and to conduct 
the battery into its position. The following is an 
example of the composition of the battery com- 
mander's party : 

(1) Platoon leader and survey officer from 
flash platoon. 

(2) Platoon leader and survey officer from 
sound platoon, 

(3) Communication officer and communica- 
tion chief. 

(4) Radar officer. 

(5) Sound and flash survey sections. 

(6) Wire laying vehicles. 

Section III. SELECTION OF POSITION 
36. GENERAL 

a. Position Areas. For a full discussion of selec- 
tion of positions, see chapters 2, 7, 8, 9, and 10. 
Figure 5 shows a typical lay-out of an observa- 
tion battery in position; figure 6 illustrates a 
typical lay-out of a battalion command post. 

h. Battalion Command Post. The location of 
the corps artillery fire-direction center generally 
determines the location of the battalion command 
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NOTES: 

SWBD AT LEAST 75 YDS FROM 
OTHER INSTALLATIONS. 

MSG CEN 50 TO 70 YDS FROM OPNS. 

RADIO- PANEL (R-P) STATION 300 TO 
500 YDS FROM OTHER CP INSTALL- 
ATIONS. 

PERSONNEL MAY BE DECREASED AS 
DICTATED BY NEED OF RELIEFS. 

EXAMPLE OF OVERHEAD COVER FOR 
FOX HOLE AT CP GUIDE POSITION. 



Figure 6. Type layout of an observation battalion com- 
mand post. 
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post. Local security, communication with the bat- 
teries and the supported artillery, and the tactical 
situation must be considered when selecting a 
location for the command post. Ample and ade- 
quate area must be provided for headquarters 
and headquarters battery and for the meteoro- 
logical section. In general, the battalion command 
post is in rear of, and centrally located laterally 
with respect to, the three observation batteries. 

c. Rear Echelon. In certain types of operations, 
it may be desirable or necessary to establish a 
rear echelon where the personnel sections and the 
administrative, supply, and maintenance activities 
are located. 

37. SELECTION OF BATTERY POSITION 

The battery command post generally is located 
in the center laterally and behind the sound, flash, 
and radar installations. The flash ranging central 
and sound ranging central are usually located in 
the center laterally and behind their respective 
installations. Local security, the tactical situa- 
tion, and communication considerations determine 
the positions to be occupied. The selection of sound 
and flash bases and radar positions- are discussed 
in chapters 7, 8, and 9. 

Section IV. OCCUPATION AND ORGANIZATION 
OF POSITION 

38. GENERAL 

After the reconnaissance and selection of posi- 
tion has been completed, survey and communica- 
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tion personnel commence preparing the new po- 
sition. The battalion will remain in bivouac or 
continue to operate in its old position until or- 
dered to displace. The battalion often displaces by 
battery or by any element thereof. Installations 
are ipanned immediately, and normal operations 
are commenced as soon as possible. 

39. SECURITY 

a. Without interfering with the operation of 

the unit, the position is organized for security. 
Dispersal, camouflage, field fortification, estab- 
lishment of machine gun positions, and posting 
of sentries are accomplished with the least pos- 
sible delay by all personnel available. The organi- 
zation of position begins when the position is 
selected, and continues throughout the occupa- 
tion as opportunity permits. See FM 6-101 and 
FM 6-140 for further details on defensive meas- 
ures. 

h. All units must be prepared to participate in 
operations against attacks by armored and air- 
borne troops. Planning should include the co- 
ordination of all available defense organizations. 

c. An efficient warning system to provide early 
warning and information as to armored attacks, 
parachute drops, and air landings is paramount. 

40. INSTALLATIONS OF BATTALION 
COMMAND POST 

The elements of a typical battalion command 
post (fig. 6) are described in paragraph 43. In 
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addition, the meteorological section normally will 
be located near the command post. Figure 7 shows 
a typical meteorological installation. A 2ii4-ton 
shop van, or other type of shelter, normally will 
be used to provide blackout protection and shelter 
in inclement weather for the meteorological sec- 
tion. 

41 . ORGANIZATION OF BATTERY POSITION AREA 

a. Battery Command Post. The battery com- 
mand post is organized in the same manner as 
the battalion command post. Battery administra- 
tive personnel usually are located near the bat- 
tery command post. 

b. Flash and Sound Ranging Centrals. The flash 
and sound ranging centrals (figs. 8 and 9) pro- 
vide their own local security since these positions 




Figure 8. Type organization of a hasty position for a flash 
ranging central. 
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may be at some distance from the battery position 
area. Security measures are adapted to the situ- 
ation. A command post tent, or other type of 
shelter, will be used normally to provide black- 
out protection and shelter in inclement weather. 




Figure 9. Type organization of a hasty position for a 
sound ranging central. 



c. Counterbattery Radar. The radar positions 
(fig. 10) provide their own local security, since 
these positions may be situated on the flank of 
the battery and may be some distance from the 
battery position area. Cover and camouflage meas- 
ures are taken to fit the situation. 
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CHAPTER 4 
COMMUNICATION 



Section I. GENERAL 

42. GENERAL 

This chapter covers only such information on 
signal communication as relates specifically to 
the observation battalion. For general principles 
and procedures for field artillery signal com- 
munication, see FM 6-101. Communication train- 
ing in the obseirvation battalion must include 
training in all means of communication. All per- 
sonnel within the battalion, regardless of prin- 
cipal duty, must be trained in the installation, 
operation, and maintenance of these means of 
communication. Adequate communications must 
be provided both within the battalion and with 
supported and adjacent units. An alternate means 
of communication must be provided for each exist- 
ing means to insure continuous operation of the 
communication system ; no one means can be con- 
sidered infallible. 

43. COMMAND POST 

a. General. The command post comprises the 

several elements of the headquarters used by a 
commander in the exercise of command of his 
unit. It is the center of all agencies of conamuni- 
cation available within the battalion. Operation 
of all elements of the command post is continu- 
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ous. A guide is posted near the entrance to the 
command post to guide visitors, control traffic, 
and indicate the locations of mines if necessary. 

b. Elements of the Command Post. The elements 
of a field artillery observation battalion command 
post are the headquarters, operations center, mes- 
sage center, svdtching central, and the radio and 
panel station. 

(1) Headquarters. The headquarters element 
consists of the battalion commander, 
executive, and communication personnel 
and equipment necessary to enable the 
battalion commander to supervise the 
battalion in the accomplishment of its 
mission. It must be located in a position 
which affords safety and security, yet 
is accessible for personnel required to 
visit it. 

(2) Operations center. The operations center 
consists of the S3, S2, and personnel and 
equipment of the operations section 
necessary to supervise the operations of 
the battalion. It is a critical point in 
the communication system. All means of 
communication used for the transmis- 
sion of tactical information and orders 
are centered in or near this installa- 
tion. It is located where maximum safety 
and security are available and where 
interference and interruptions may be 
avoided. 

(3) Message center. The message center con- 
sists of the message center chief and 
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his assistant. It is located near the en- 
trance to the command post area. All 
incoming and outgoing messages and 
mail pass through it. For information 
concerning message center procedure, 
see FM 6-10,1. 

(4) Switching central. The battalion switch- 
ing central consists of the battalion 
switchboard and communication person- 
nel necessary to maintain and operate 
the wire system. The switching central 
should be accessible to incoming wire 
crews. It should be located where maxi- 
mum safety and security is provided for 
operating personnel and where inter- 
ference and interruptions may be 
avoided. 

(5) Radio and panel station. The radio and 
panel station includes the relatively 

high-powered radio sets, an area suit- 
able for panel displays, and a message 
pick-up station for Army aircraft. For 
security reasons, it is located several 
hundred yards from the other elements 
of the command post, preferably on a 
flank; the high-powered radio sets may 
be detected by hostile intercept methods 
and thus become a target for hostile 
artillery. Radio sets at this installa- 
tion are connected to the appropriate 
elements of the command post by re- 
mote control. 
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Section II. WIRE COMMUNICATION 



44. GENERAL 

The principal means of communication in an 
observation battalion is wire. As the wire system 
is very extensive, great effort must be exerted 
to install and maintain it. It is imperative that 
the wire system be supplemented by radio com- 
munication, A typical wire system for a field 
artillery observation battalion is shown in figure 
12. These circuits are installed unless orders to 
the contrary are issued. The responsibility for 
the installation of circuits is indicated by direc- 
tional arrows. When an observation battery is 
attached to a division for operational control, 
the division artillery installs a wire circuit to 
the battery. Variations from the wire systems 
as shown herein must be considered and appro- 
priate orders issued to meet whatever situation 
arises. Procedures outlined in FM 24-20 are fol- 
lowed in the installation of observation battalion 
wire circuits. 

45. BATTALION WIRE SYSTEM 

Headquarters battery wire personnel install 
two trunk circuits to each observation battery. 
Local circuits within the battalion command post 
as shown on figure 12 are the minimum require- 
ments. Wire communication with higher head- 
quarters is established by the higher headquar- 
ters. Two wire circuits usually are installed, and 
either simplexed or phantom circuits are estab- 
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Figure 12. A type wire system for a field artillery ob- 
servation battalion. 
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lished to the observation battalion operations 
center. 

46. BATTERY WIRE SYSTEM 

Circuits to the subordinate elements of the 
battery are installed by battery communication 
personnel. Wire is the usual means of communi- 
cation for the transmission of sound signals from 
the sound ranging microphones to the sound re- 
cording equipment. See paragraphs 50 and 109 
for the radio-sound data transmission system. 

Section III. RADIO COMMUNICATION 

47. GENERAL 

Radio frequencies are allotted to the observa- 
tion battalion by corps. Seven frequency modu- 
lated (FM) channels and two amplitude modu- 
lated (AM) channels should be made available. 
Figure 13 shows a normal battalion radio system. 
If, because of a shortage of frequencies within 
a corps, the observation battalion is allotted a 
lesser number of frequencies, the system as shown 
herein may be modified by grouping more stations 
under each frequency. All elements of this sys- 
tem are installed by the observation battalion and 
its batteries. 

48. BATTALION RADIO SYSTEM 

One FM frequency is assigned to battalion head- 
quarters to be used as the battalion control chan- 
nel. This net includes the battalion headquarters, 
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battalion staff officers, and each battery head- 
quarters. One AM frequency is used for the bat- 
talion command net which operates before instal- 
lation of and during interruption of wire com- 
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munication. The battalion command net consists 
of battalion and each battery headquarters. The 
observation battalion headquarters is in constant 
communication with the corps artillery head- 
quarters and fire-direction center using a 25-mile, 
vehicular radio set, operating in the corps artil- 
lery fire-direction net. This set is the primary 
means for rapid transmission of meteorological 
messages. The battalion also operates a 25-mile, 
vehicular radio set as a secondary station in the 
corps artillery command net. The observation bat- 
talion commander, executive, and S3 operate in 
the corps artillery control net. 

49. BATTERY RADIO SYSTEM 

Each observation battery is assigned one radio 
frequency for battery control and one for flash 
ranging. The battery control channel includes the 
battery headquarters, flash ranging central, sound 
ranging central, sound ranging observation posts, 
and each radar position. Each traverse party in 
the observation battery, as well as in the bat- 
talion headquarters battery, is equipped with two 
light weight portable radio sets for intraparty 
communication. All of these sets within the bat- 
talion are preset to the same frequency. Because 
of the dispersion of the traverse parties and the 
limited range of the 1-mile, portable radio set, a 
minimum of interference should occur between- 
parties. 
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50. RADIO-SOUND DATA TRANSMISSION SYSTEM 



The sound ranging platoon may operate with 
radio communication between outposts, micro- 
phones, and the sound ranging central. For this 
purpose, additional specially adapted radios are 
required — one at each outpost and microphone 
position and a corresponding number of radios 
at the sound ranging central. Additional radio 
channels are required to provide a separate fre- 
quency for the radio set at each microphone. 
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CHAPTER 5 
INTELLIGENCE 



Section I. GENERAL 

51. INTELLIGENCE MISSION 

The field artillery observation battalion is the 
principal agency for obtaining counterbattery 
targets in the corps zone of action. The measure 
of success of the battalion is determined, not 
only by its ability to obtain accurate information, 
but also by the speed with which this informa- 
tion is transmitted to higher headquarters in 
order that it may be acted upon. All locations 
and all information must be reported without 
delay, no matter how inaccurate or unimportant 
they seem. The rule is — First, early information 
and then, accurate information. For a discussion 
of field artillery intelligence, see FM 6-130. 

52. AGENCIES 

The information-collecting agencies in an ob- 
servation battalion are discussed below. Many of 
these agencies use electronic equipment and can 
operate both day and night and during periods 
of poor visibility, when other means are rela- 
tively ineffective. 

a. Meteorological Section. The meteorological 
section obtains ballistic and sound ranging weath- 
er data (ch. 10). 

b. Sound Ranging Platoons. Sound ranging pla- 
toons locate enemy artillery with sound ranging 
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equipment and may furnish information on the 
effect of friendly artillery fire (ch. 7). 

c. Flash Ranging Platoons. Flash ranging pla- 
toons obtain information and locations of enemy 
artillery by visual means from accurately located 
observation posts ; they also observe and report 
the effect of friendly artillery fire (ch. 8). Flash 
ranging observers have the additional mission 
of general battlefield surveillance. 

d. Radar Platoons. Radar platoons locate hos- 
tile weapons, friendly front lines, friendly and 
enemy troop movements, and may assist in 
performing survey and obtaining meteorological 
data (ch. 9.) 

53. TRANSMISSION OF INFORMATION 

The observation battalion carefully evaluates 
all information received from its subordinate 
units. During centralized operation, this informa- 
tion is transmitted to the corps artillery fire- 
direction center with the least possible delay. 
In decentralized operations, information is fur- 
nished directly to the artillery unit to which the 
battalion is assigned or attached. Locations of 
friendly -and enemy troops and installations usual- 
ly are transmitted by wire or overlay. When 
transmitted by radio, they should be encoded; 
the code used is that prescribed by the current 
SOI. Enemy locations may be sent in clear text 
if immediate attack of the target is contemplated. 

54. OPERATIONS SECTION 

a. Missions. The operations section is the focal 
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point of combat information in the observation 
battalion; it is under the direction of the S3, 
assisted by the S2. The missions of this section 

are — 

(1) Planning for installation and movement 
of the battalion. 

(2) Maintaining situation and operation 
maps. 

(3) Preparing intelligence and operation re- 
ports. 

(4) Collecting, evaluating, and disseminat- 
ing combat information. 

b. Evaluation of Locations. When target loca- 
tions are received at the operations section, they 
are plotted on the evaluation overlay where they 
are evaluated with respect to — 

(1) Terrain. 

(2) Previous locations already plotted on the 
locations overlay. 

c. Forwarding Information. The target loca- 
tion is forwarded to the corps artillery fire- 
direction center, where, when confirmed, it may 
be assigned as a fire mission to a field artillery 
unit with the corps. 

55. RECORDS 

a. General. A battalion journal is kept at the 
command post under the supervision of the bat- 
talion executive. All reports except target loca- 
tions received at the command post are entered 
in the journal. Target locations are kept on the 
record of sound, flash, and radar locations (par. 
144) . A situation map and an operations map are 
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maintained at the command post under the super- 
vision of the battalion S3 by personnel of the 
operations section. 

b. Situation Map. Friendly and enemy front 
lines, division and corps boundaries, and enemy 
information other than enemy artillery locations 
are posted on the situation map. 

c. Operations Map. This is the battle map of 
the corps zone of action. The position, hostile bat- 
tery, evaluation, and visibility overlays are placed 
over the operations map. Under certain circum- 
stances, one or more of these overlays may be 
deleted or combined with another, depending on 
the stability of the situation and the length of 
time the battalion has been in position. These 
overlays are discussed below in order of use. 

(1) Position overlay. The front lines, present 
installations and locations of friendly 
units, and future installations and loca- 
tions of friendly units based on planning 
are plotted on the position overlay. 

(2) Hostile battery overlay. All hostile bat- 
teries which have been assigned a name 
by corps artillery and included in the 
corps counterbattery file are plotted on 
the hostile battery overlay. 

(3) Evaluation overlay. New locations made 
by elements of the battalion are plotted 
on this overlay for evaluation. Hostile 
battery locations remain on this overlay 
until they have been assigned a name 
or file by the corps artillery fire-direction 
center. 
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(4) Visibility overlay. This overlay shows 
the limits of the fields of vision from 
each of the observation posts of the 
battalion. 

Section II. COUNTERBAHERY INTELLIGENCE 

56. COUNTERBATTERY INTELLIGENCE 

Counterbattery intelligence involves the loca- 
tion and identification of enemy batteries and 
the study of the capabilities, limitations, tactics, 
and technique of employment of hostile artillery. 
The observation battalion often is assigned the 
mission of confirming reports made by prisoners 
of war or photo interpreters on hostile battery 
locations. Usually the observation battalion or 
reconnaissance aircraft are the only elements 
available to corps artillery to verify such reports. 
The observation battalion may use one, or a 
combination, of the agencies available in the 
battalion for this purpose. 

57. ACCURACY OF LOCATIONS 

The normal accuracies of locations determined 
by flash, sound, or radar ranging, under average 
conditions, are as follows : 

Ranging Means Normal Accuracy 

Flash 25- 50 yards. 

Radar 50-100 yards. 

Sound - 50-100 yards. 
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58. COORDINATION WITH CORPS ARTILLERY 
FIRE-DIRECTION CENTER 

The corps artillery fire-direction center and the 
observation battalion operations section usually 
are located close to each other and cooperate close- 
ly in their work of locating hostile artillery. Per- 
sonal liaison with the corps artillery is established 
by the observation battalion commander or his 
representative. 
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CHAPTER 6 
SURVEY 



Section I. GENERAL 

59. GENERAL 

This chapter contains a general description of 
the survey operations of the observation battalion, 
with particular emphasis on types of survey, 
computation, required accuracies, survey mis- 
sions, and surveying equipment used. For general 
theory and technical discussion of surveying, see 
any standard surveying text, FM 6-40, TM 5-235, 
and TM 44-225. 

a. Missions. The survey mission of the obser- 
vation battalion includes the coordination of the 
survey of all artillery with the corps. The ob- 
servation battalion is responsible for the estab- 
lishment of common control for all artillery in 
the corps area; for the collection and dissemina- 
tion of all survey information within the corps 
artillery area; and for the survey of flash, sound, 
and radar installations. 

b. Organization. The observation battalion is 
provided equipment and personnel for 16 survey 
parties — four in headquarters battery and four 
in each observation battery. There are two parties 
in each sound ranging and each flash ranging 
platoon. Normally, these survey parties survey 
the sound, flash, and radar installations. The 
battalion survey officer may pool these survey 
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parties in any manner that will best accomplish 
the survey mission. 

60. CORPS ARTILLERY SURVEY RESPONSIBILITY 

The observation battalion commander is the 
corps artillery survey officer. Under the direction 
of the corps artillery commander and assisted by 
the battalion survey officer, he — 

a. Plans the corps artillery survey. 

b. Coordinates the survey of the observation 
battalion with all other artillery units in the 
corps area. 

c. Maintains liaison with and obtains control 
data from the topographic engineer unit operat- 
ing with the corps. 

d. Establishes the survey information center. 

61. SURVEY INFORMATION CENTER (SIC). 

The survey information center is established 
to serve as an agency for the planning, collec- 
tion, evaluation, and dissemination of survey data. 
Normally, the survey information center is located 
near the corps fire-direction center. Its location 
and time of opening should be announced in corps 
artillery orders. During the initial phases of an 
operation, the survey information center is gen- 
erally well forward to coordinate the survey work 
in progress and to provide survey data to other 
artillery units. The survey information center 
records all available survey information on DA 
AGO Form 6-5, "Survey Locations" (fig. 14) and 
files the forms for future reference. 
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Section II. PLANNING 

62. SURVEY PLANNING 

In survey planning, the availability of survey 
control and suitable maps is determined initially. 
The corps topographic engineers are responsible 
for the extension of control to areas readily acces- 
sible to the observation battalion (FM 5-6). 
When control is not available, the observation 
battalion adopts an arbitrary grid system and 
proceeds with survey without delay. Normally, 
in such cases each sound, flash, and radar instal- 
lation assumes its own starting data for the 
origin of its survey work. The headquarters 
battery survey platoon assumes arbitrary hori- 
zontal and vertical control of an initial survey 
station and ties in artillery position areas ; the tar- 
get area ; and sound, flash, and radar installations 
to this assumed arbitrary control. When extension 
of true control is completed, all control is con- 
verted to the common grid. The type of firing 
chart used depends upon the availability of maps 
and survey control, the latter varying with prog- 
ress in the execution of the survey plan (FM 6-40) . 

63. ORIGIN OF CONTROL 

a. The origin of the common grid for corps ar- 
tillery survey is based on either arbitrary or true 
control. 

h. Arbitrary control is based on assumed coor- 
dinates and elevation for the starting point and an 

assumed direction. It should approximate true 
control to facilitate use with meteorological data. 
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When assumed coordinates closely approximate 
true coordinates the massing of fires of one unit 
with those of adjacent units is facilitated. 

c. True control is based on coordinates, eleva- 
tion of points, and directions taken from the mili- 
tary grid being used. Data are procui-ed from 
topographic engineers, existing maps, or lists of 
locations and elevations of existing control points. 

64. DEGREE OF ACCURACY IN COMPUTING 
AND REPORTING SURVEY INFORMATION 

In computing and reporting the location of sur- 
vey stations, the E and coordinates are carried 
to the nearest one-hundredth of a meter; the Z 
coordinates are computed to the nearest one-tenth 
of a yard and reported to the nearest yard. For 
example, the coordinates of a survey station are 
written as follows : 

(553, 675.26—3,842, 472.37) Z = 671 (yards) 

65. CONVERSION TO COMMON SURVEY 
CONTROL 

a. General. If a common survey control is not 
available when survey is started, each artillery 
unit mupt assume a control. As survey based upon 
this assumed control is being completed at each 
of the lower echelons, corps and division survey 
parties are extending common control to all units. 
Upon receipt of common control, each unit con- 
verts all completed survey to the common control. 
Conversion to the common control is simplified if 
the assumed control approximates true control as 
nearly as possible, i.e., if the assumed control is 
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established using map coordinates and astronom- 
ical observation. Depending upon the type of data 
available, conversion is effected by azimuth and/or 
coordinate conversion. 

b. Azimuth and Coordinate Conversion. 

(1) Using the assumed control, compute the 
assumed azimuth and true distance from 
the established control point to each 
point in the survey to be converted. 

(2) After common control is determined for 
the established control point, the azi- 
muth correction is computed. This is 
the algebraic difference between the as- 
sumed and true azimuths. 

(a) Apply the azimuth correction to 
the assumed azimuth of each line 
to be converted to obtain its true 
azimuth. 

(6) Using the true azimuth and true 
distance of each line, compute 
the differences in the E and N 
coordinates between the estab- 
lished control point and the points 
to be converted. 

(c) Apply these E and N differences 
to the true coordinates of the es- 
tablished control point to convert 
the points from assumed to com- 
mon control. 
(3) Z coordinates are converted as described 
in e (1) below. 

c. Coordinate Conversion. 

(1) For any specific conversion, the Z cor- 
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rection is constant for all points in the 
survey. This constant correction is added 
algebraically to the assumed-control, Z 
coordinate of each point to convert to 
common control. 
(2) If the assumed-control direction and the 
common-control direction are the same, 
the E and corrections are also con- 
stant and are added algebraically to the 
assumed control coordinates of each 
point to convert to common control. 

66. METHODS OF SURVEY 

a. All survey performed by the observation bat- 
talion is precise — precision instruments and solu- 
tion by computation are required. Graphic meth- 
ods may be used only for rough verification and 
approximation. 

&. The greatest precision consistent with the 
time available should be sought. The hurried use 
of precise methods may cause mistakes and great 
inaccuracies. The following rules should be ob- 
served in survey work and training : 

(1) Use the most precise method possible in 
in the time available. 

(2) Even though time is pressing, never use 
a method that is not capable of produc- 
ing satisfactory data. 

(3) Check all work, if only by a rough meth- 
od. Employ completely independent 
checks made by different men. 

(4.) Watch particularly the preparation of 
notes; notes must be legible, accurate. 
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and clear. More mistakes occur through 
poorly kept notes than through errors 
in measurements or calculations. 

(5) Develop methods and procedure that 
produce accuracy and eliminate mis- 
takes. Enforce these procedures rigidly. 

(6) Study methods to avoid the weak link. 
One inaccurate step will destroy the ac- 
curacy of an otherwise precise survey. 

(7) Use selected men. Remove men who do 
not become precise and methodical with 
reasonable training. A good survey man 
rarely makes a mistake. 

c. Basic survey operations in the observation 
battalion consist of the location of points, the 
measurement of distances and angles, and the de- 
termination and transmission of direction. Points 
are located horizontally by traverse, resection, and 
triangulation. They may be located approximately 
by inspection if a map or photomap shows the de- 
sired point. Distance and direction are determined 
by traverse or by triangulation. Direction is deter- 
mined from two known points or by astronomical 
methods. Direction is transmitted by measuring 
or computing angles. The altitudes of points are 
determined by computations using distances and 
vertical angles, or by using the altimeter. 

67. SURVEY ACCURACY . 
(FM 6-40) 

c. Survey Accuracy of 1/3000. 

(1) Purpose. This accuracy is required for 
a traverse or triangulation over long 
iwin'-ix—t 
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distances, for the location of flash and 
sound installations, and the location of 
short bases. 

(2) Primary instruments required, A 20- 
second transit, 100-foot steel tape, and 
accessories are necessary to obtain this 
accuracy. 

(3) Procedure. 

(a) Taping. The tape is read to the 
nearest one-hundredth foot. In 
horizontal taping, the tape is lev- 
eled to within II/2 feet with an 
estimated 25-pound pull being ap- 
plied. In slope taping, the slope 
angle is measured with a transit 
or determined from the elevations 
of the tape points with a hand 
level and leveling rod to the near- 
est one-fourth foot. Slope cor- 
rections are applied. 

(&) Direction. Direction is obtained 
to 10 seconds or better by read- 
ing two direct and two reversed 
angles with the 20-second transit, 
closing the horizon, and adjust- 
ing the angles (par. 71a(3)). 
Survey accuracy of 1/5000. 

(1) Purpose. This accuracy is necessary for 
exceptionally long traverses or triangu- 
lation schemes and for short bases 
where the angle of intersection is very 
small. 

(2) Primary instruments required. A 20- 



. second transit, 100-foot steel tape, and 
accessories are necessary to obtain this 
accuracy. 
(3) Procedure. 

(a) Taping. The tape readings are 
estimated to one-thousandth foot, 
and slope corrections are applied 
for differences of elevation of 
tape ends of one-tenth foot. A 
standard pull on the tape is ob- 
tained by the use of spring bal- 
ances. Great care must be exer- 
cised in the alinement of the 
tape. Temperature corrections 
are applied for temperature vari- 
ations of more than 20° F. of the 
standard value for the tape (usu- 
ally 68°F.). 

(b) Direction. Direction is obtained 
to within 4 seconds by reading 
three direct and three reversed 
angles with the 20-second transit. 
If time permits, even better re- 
sults are obtained if six direct 
and six reversed angles are read. 
The horizon is always closed and 
the angles are adjusted (par. 
71a(3)). 

68. EXECUTION OF SURVEY 

The observation battalion executes the highest 
order of survey (1/3000 to 1/5000 accuracy) per- 
formed within the field artillery. The accuracy 
required depends on the mission. The required 
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accuracy must never be sacrificed in the interest 
of speed, although speed is an ever-present re- 
quirement. In addition to providing control for 
its own installations, the battalion provides con- 
trol points for the corps and division artilleries 
and any other artillery units operating in the 
corps area. The location, elevation, and an azimuth 
for each of these control points is furnished by the 
survey information center. The survey informa- 
tion center should be kept advised of all survey 
needs and all survey data should be obtained from 
this center. The extension of survey control to 
conform with the changing situation, such as an 
advance, a withdrawal, or a change from a hasty 
defense to a deliberate defense, is a continuous 
process. It is carried on by all available survey 
personnel. The headquarters battery topogra- 
phical platoon performs the field work necessary 
to the coordination of all of the artillery survey 
in the corps area (fig. 15) . 
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Figure IS. Survey responsibility of the field artillery ob- 
■ servation battalion. 
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69. UNIVERSAL TRANSVERSE MERCATOR GRID 



a. General. The universal transverse mercator 
(UTM) grid used in connection with the Depart- 
ment of the Army surveying and mapping opera- 
tions is a system of coordinates on the earth's 
surface expressed in metric units. It is also the 
system of squares representing the coordinate 
system on a map. The necessary information for 
the use of the universal transverse mercator grid 
is contained in TM 5-241. 

b. Conversion of Coordinates. Much existing 
survey control established by government agen- 
cies in preparation of maps and charts is fur- 
nished in geographic coordinates and geographic 
azimuths. For military use, these data must be 
converted to the universal transverse mercator 
grid for coordinates and azimuths. These conver- 
sions may be performed as described in TM 5-241. 

c. Scale Factors. For accurate surveys, such as 
those executed by the field artillery observation 
battalion, all distances measured directly on the 
ground must be multiplied by a scale factor to 
give the corresponding grid distance. The scale 
factor is a multiplier (app. XI) which is used to 
convert distances measured on the ground to cor- 
responding grid distances (TM 5-241) . 

d. Corrections for Grid Convergence. The cor- 
rections to reduce geographic azimuths to grid 
azimuths are given in TM 5-241 and are listed 
for the E and N coordinates of any point. In the 
northern hemisphere, the correction (conver- 
gence) is to be added to the astronomic or geogra- 
phic azimuth to obtain the grid azimuth if west 
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of the zone central meridian and subtracted if 
east of the zone central meridian (fig. 16). In the 
southern hemisphere, the opposite is true. The 
correction also may be computed by the formula ; 
Grid (GC) = Difference in longitude be- 
convergence tween observer's meridian 

and central meridian of 
grid zone multiplied by sine 
of observer's latitude. 
This equation will give the desired correction for 
accuracy required in artillery (app. XI). 
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Figure IS. Grid convergence correction. 
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Section III. EQUIPMENT 
70. GENERAL 

a. Introduction. This section contains a gen- 
eral description of the equipment provided the 
observation battalion for execution of its survey 
mission. For further information, see TM 5-235. 

b. Transit and Accessories. 

(1) The transit is used for measuring hori- 
zontal and vertical angles, for prolong- 
ing straight lines with accuracy, for 
leveling, and for measuring distances 
by stadia. Transits (fig. 17) issued to 
the observation battalions are gradu- 




Figure 17. Instrument man and recorder using the 



20-second transit. 
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ated in degrees, with a least reading of 
20 seconds. All transits are equipped 
with verniers. A vernier is an auxiliary 
scale used for reading fractions of the 
smallest division of the main scale. The 
use of a vernier is based on the fact that 
it is easier to determine coincidence of 
two lines than to estimate fractions of 
a scale interval. Instructions for setting 
up the transit and reading verniers are 
contained in FM 6-40. 

(2) Each transit is equipped with a plumb 
bob, sunshade, screwdriver and adjust- 
ing pins, waterproof cover, and reading 
glass for verniers. The plumb bob is 
used for centering the transit accurate- 
ly over the station mark; the sunshade 
is used to shade the objective lens dur- 
ing operation; and the sci-ewdriver and 
adjusting pins are used to adjust the 
transit. Transits are equipped with an 
auxiliary prismatic eyepiece which con- 
tains a dark glass. This eyepiece is de- 
signed to be attached to the regular eye- 
piece. This attachment is used to ob- 
serve the sun or other objects at high 
altitudes. 

c. Tapes and Accessories. Field artillery ob- 
servation battalion survey sections are equipped 
with 300-foot and 100-;foot tapes. Accessories for 
each tape consist of 1 spring balance, 2 plumb 
bobs, 2 notebooks, and 11 taping pins. See FM 
6-40, for the care and use of tapes. 
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d. Marking Stations. 

(1) Traverse stations should be marked by 
a suitable stake or hub driven flush with 
the ground, its center plainly marked. 
A reference stake should be placed near 
the station and plainly marked with the 
station number (fig. 18) . 




Figure 18, Hub and reference stake. 



(2) Ranging poles are 6I/2 feet long and 
approximately IV^ inches in diameter 
with 6 feet of the range pole painted in 
contrasting 1 foot color bands (red and 
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Figure 19. Surveying altimeter. 



white or orange and black). The range 
pole is used to mark a point on the 
ground so as to make it visible from a 
distance. The sharp point of the pole is 
placed over the station point and is 
plumbed by balancing it between the 
fingertips of both hands. The rodman 
stands behind it and faces the instru- 
ment. 

(3) In triangulation work it is necessary to 
mark the stations with a good target 
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or signal that is clearly visible from a 
distance. See TM 5-235 for their con- 
struction. 

(4) Night survey work requires special 
night lighting devices for the instru- 
ment and for marking the stations, 
e. Altimeter. The surveying altimeter (fig. 19) 
is essentially an aneroid barometer which meas- 
ures atmospheric pressure. The scale of the alti- 
meter is graduated in feet. Since the pressure of 
the earth's atmosphere varies in the course of a 
day, or even in the course of an hour, the alti- 
meter may be employed in field artillery survey 
to determine only relative altitudes when a more 
accurate method is not practicable. For a com- 
plete description and discussion of the use and 
care of these instruments, see TM 5-9418 and TM 
5-9420. 

71. MEASURING ANGLES WITH A 20-SECOND 
REPEATING TRANSIT 

a. Horizontal Angles. 

(1) Angles by repetition. The mean of a 
number of measurements of an angle 
gives a value of the angle more nearly 
accurate than any single measurement. 
As a minimum, one direct and one re- 
versed reading should always be made. 
Three direct and three reversed readings 
usually will give the maximum desired 
accuracy for corps artillery survey. In 
any case, the same number of direct and 
reversed readings should be made. First, 
the transit operator makes the direct 
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readings cumulatively. Then he plunges 
the telescope, and, after sighting back 
on the first object with the lower motion, 
he makes the reversed readings cumu- 
latively. If, for example, there are three 
direct and three reversed readings, the 
value of the angle read on the instru- 
ment is 6 times that of the desired an- 
gle. To obtain the value of the desired 
angle, divide the angle read on the in- 
strument by 6. 

(a) The reading of angles cumula- 
tively will often give results lar- 
ger than 360°; yet, the actual 
reading on the instrument can 
never be more than 360°. When 
the cumulative total of six meas- 
urements of the angle exceeds 
360°, the greatest multiple of 
360° contained in this total is 
added to the last reading on the 
instrument, and this sum is di- 
vided by 6 to obtain the desired 
angle. For example: 
1. Recorded below are the an- 
gles read for three direct 
and three reversed readings 
using a 20-second transit. 

Transit Repetitions Horizontal Angles 

D — 0 =00° 00' 00" 

D — 1 = 137° 55' 40" 

■D — 3 =53° 47' 20" 

^ — 6 = 107° 33' 20" 
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2. The cumulative total of the 
six readings is about 828°. 
The greatest multiple of 
360° contained in 828° is 
720°. Therefore, 720° is 
added to the last reading on 
the instrument, and the sum 
is divided by 6. 
Last reading = 107° 33' 20" 
Greatest multiple of 360° = 720° 00' 00" 

6 ) 827° 33^ 20" 

Desired angle = 137° 55' 33" 
(&) A quick procedure for obtaining 
the mean of six ineasurements is 
described below. 

1. Record the results of the 
initial (DO), first direct 
(Dl), final direct (D3) and 
final reversed readings 
(R6). 

2. Apply the DO mean setting 

by addition or subtraction to 
the R6 mean value (4 for 2 
D and R and 2 for 1 Z) and 
R) and compare this result 
with the first reading. 
Final reading divided by 6 = 6)107° 33' 20" 

17° 55' 33" 
(a) If the resulting quotient is equal 
to, or approximately equal to, the 
first reading, this value is the de- 
sired angle (in the above exam- 
ple, this is not the case) . 
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(b) If the resulting quotient does not 
equal the first reading, subtract 
it from the first reading. The re- 
mainder is the approximate value 
of one increment of the desired 
angle. The correct value of this 
increment is the multiple of 60 
(when reading 3 D and R) (90 
is used for .2 D and R, and 180 for 
1 D and R) which it most nearly 
equals. 

First reading = 137° 55' 40" 
Quotient = -17° 55' 83" 

Remainder = 120° 00' 07" 

The nearest multiple of 60 
in this case is 120°. Add 
this multiple of 60 to the 
quotient obtained in 2 above 
to obtain the desired angle. 
Quotient = 17° 55' 33" 
Multiple of 60 = 120° 00' 00" 

Desired angle = 137° 55' 33" 
(2) Use of the transit. With the instrument 
set up over the station at which the 
angle is to be read, set the zero of the A 
vernier opposite the zero of the horizon- 
tal circle by using the upper clamp and 
tangent screw to bring them into coin- 
cidence. To partially eliminate the ef- 
fects of errors in the horizontal circle 
of the transit, both the A and B verniers 
are read. Read the B vernier and record 
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only the seconds. If the reading on the 
B vernier is less than 180° insert a bar 
over the recorded seconds. Example: If 
the A vernier reads 00° GO' 00" and the 
B vernier reads 179° 59' 40", the B ver- 
nier reading would be recorded as 40 
(such an angle is called a bar angle). 
The difference between 180° and the B 
vernier reading is 20 seconds. Half of 
this difference (10 seconds) is added to 
the final reading on the transit. If the 
reading on the B vernier is initially 
greater than 180°, one-half the differ- 
ence is subtracted from the final read- 
ing. Using the lower motion, point 
approximately at the first object by 
looking over the top of the telescope. 
Move the telescope until the vertical 
cross hair is very nearly on the point, 
clamp the lower plate by means of the 
lower clamp thumb screw, and set exact- 
ly on the point by using the lower clamp 
tangent screw. The line of sight is now 
on the first object. To measure the an- 
gle, loosen the upper clamp, turn the 
telescope to the second point, set approx- 
imately on the point, clamp the upper 
plate, and set the vertical cross hair 
exactly on the point by the upper tan- 
gent screw. The degrees and minutes of 
the angle are then read, using the A 
vernier. If more than one direct reading 
is to be taken, the first and last direct 
readings are the ones to be recorded. 
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The telescope is plunged and, using the 
lower motion only, the first object is 
sighted upon; using the upper motion, 
the telescope is set exactly on the second 
object. The same number of readings 
are taken with the telescope in the re- 
versed position as were taken with the 
telescope in the direct position. Both the 
A and B verniers are read and recorded 
on the last measurement. If the minute 
-reading on the B vernier is one less than 
the minute reading on the A vernier, 
record the seconds reading on the B 
vernier as a bar angle. Never overrun 
the point in bringing the vertical cross 
hair upon it. Bring the cross hair to the 
point in such a manner that the tangent 
screw compresses the spring against 
which it works. This eliminates lost mo- 
tion in the plates. 
(3) Closing horizon. The accuracy of the 
desired angle can be increased by meas- 
uring the remaining part of the horizon- 
tal circle. The sum of the measured an- 
gles should equal 360°. The amount by 
which the sum of the measured angles 
differs from 360° should be divided by 
the number of angles. The resulting 
quotient should then be added to or sub- 
tracted from each measured angle so 
that their sum will equal 360°. 
6. Vertical Angles. Level the horizontal plate 
accurately, sight on the point with the telescope 
direct, and read the vertical angle. Plunge the 
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telescope, rotate the instrument in azimuth 180°, 
sight upon the point, and read the vertical angle 
again. The mean of the two readings is taken. 
When horizontal angles are read by repetition, 
the vertical angles are read and recorded when 
the first direct and last reversed readings of the 
horizontal angles are read. 

c. Recording Angles. Figure 20 shows the filled 
in pages of a field note book and shows how the 
measured angles are recorded, meaned, and ad- 
justed. 

72. DETERMINATION OF DISTANCES 

The distances between two stations may be 
determined by horizontal or slope taping. To 
avoid confusion and error a methodical procedure 
should be followed (FM 6-40). 

73. RECORDING DATA 

a. General. The recorder should have a note- 
book, a hard pencil, a small scale for drawing 
sketches, and a protractor for drawing angles, 

b. Notebook. The notebook used to record sur- 
vey data should be made of good quality paper, 
have a durable cover, and be of convenient size. 
Survey is exacting work, and the recording of 
this data in a good notebook is important to 
insure a permanent record of the survey opera- 
tion. 

(1) Title. An appropriate title page will be 
printed on the first page of the notebook. 

(2) Index. A systematic index of the field 
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a. TRANSIT AND TAPE TRAVERSE 
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b. TRIANGULATION 

Figure 20. Filled in pages from a field notebook. 
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notes will be kept on the two pages fol- 
lowing the title page. Related notes on 
different pages will be liberally and 
plainly cross referenced. The pages of 
the notebook will be numbered to facili- 
tate indexing, two pages facing each 
other to constitute one page. 

(3) Miscellaneous data. In addition to the 
title of the job and the record of the 
data observed, the field notes should 
include the date, organization of party, 
equipment used, weather, and any other 
information which is likely to be of 
service in connection with the work. 
No item properly belonging to the notes 
should be trusted to memory. Data re- 
lating to different jobs will not be re- 
corded on the same pages. Field notes 
must not be made on loose slips or sheets 
of paper or in other notebooks, but the 
original record must be entered in the 
field notebook during the progress of 
the field work. 

(4) Sketches. Sketches will be used liberally 
in the notes and will be made in the 
field. The field sketches should be bold 
and clear, in fair proportion, and of 
liberal size to avoid confusion of detail. 
The sketches should be supplemented by 
descriptive statements, and important 
points of the sketch should be lettered 
for reference. 

(5) Erasures. Erasures in the field notes are 
not permitted. In case a figure is incor- 
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rectly recorded, it should be lined out 

and the correct entry made above the 
wrong figure. The neat cancellation of 
an item in the notes inspires confidence, 
but evidence of an erasure or alteration 
casts doubt upon its genuineness. Rejec- 
tion of a page of notes should be indi- 
cated by neatly crossing the entire page 
and printing the word void. A cross 
reference should be made between the 
rejected page and substituted pages. 

Section IV. TRAVERSE 

. GENERAL 

a. Definitions. 

(1) A traverse is a series of connecting 
course lines whose lengths and relative 
directions have been determined. Sta- 
tions on the traverse are located with 
respect to one another. 

(2) A closed traverse is a traverse which 
returns to the starting point, or termi- 
nates at another point of known location. 

(3) An open traverse is a traverse which 
does not end at a known point. 

(4) A station is a marked point, usually 
where the course or direction changes. 

(5) A leg is a straight line between two 
adjacent stations. 

b. Procedure. 

(1) Distances are determined by taping be- 
tween adjacent stations. 
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(2) Angles measured are the clockwise 
angles from the last station occupied 
to the next forward station to be oc- 
cupied. 

(3) In running a traverse, altitudes are de- 
termined by measuring the vertical 
angles between stations. 

(4) The closing of a traverse is a valuable 
check against errors and should always 
be performed if possible. It also per- 
mits the traverse to be adjusted, if 
necessary. 

75. PERSONNEL AND DUTIES OF A 
TRAVERSE PARTY 

a. Normally a traverse party of an observa- 
tion battalion consists of the following personnel : 
1 Chief of party (transitman) 

1 Recorder 

2 Computers 
2 Hodmen 

2 Tapemen 



8 Total 

b. When required, axmen supplement the party. 

c. The computers determine the coordinates of 
the station and the leg directions of the traverse 
as the survey progresses, computing independ- 
ently as a mutual check. 

d. The rodmen hold the rods on the foresight 
(front rodman) and backsight (rear rodman). 

e. Tapemen perform their duties as described 
in FM 6-40. They must be trained to use proper 
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procedure. Prescribed methods must be rigidly 
enforced. Tapemen must exercise constant vigi- 
lance to avoid errors and blunders. The most com- 
mon errors are reading the tape incorrectly and 
failing to count a complete tape length. 

76. TRAVERSE COMPUTATIONS 

a. General. Computations in the observation 
battalions are precise. Seven-place logarithms are 
habitually used to reduce interpolation and to 
obtain the accuracy desired. 

b. Types. Traverse computations consist of de- 
termining coordinates from measured azimuths 
and taped distances. To facilitate field computa- 
tions in this operation, DA AGO Form 6-2 is 
provided. Initial azimuth may frequently be de- 
termined from the known coordinates of two 
intervisible points. For this operation, DA AGO 
Form 6-1 is provided. 

c. Example. The coordinates of BM 1 and BM 2 
(fig. 21) are known. BM 1 is visible from BM 2. 
The azimuth from BM 2 to BM 1 is computed 
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Figure 21. Sketch of a closed traverse. 
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on DA AGO Form 6-1 (fig. 22). Station BM 2 
is occupied and the clockwise angle from BM 1 
to TS 1 is turned. The distance from BM 2 to 
TS 1 is determined by taping. Coordinates of 
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TS 1 are computed on DA AGO Form 6-2 (fig. 
23). Successively, stations TS 1 and TS 2 are 
occupied, the distance taped, and the angle turned 
from the respective preceding stations to the re- 
spective succeeding stations. Coordinates of each 
successive station are computed on DA AGO 
Form 6-2 as the survey progresses. The traverse 
is closed on BM 3 whose coordinates are known. 

Section V. TRIANSULATION 

77. GENERAL 

Triangulation is the method used to extend sur- 
vey control rapidly through a large sector by 
means of a series of triangles. The lines of a 
triangulation scheme form a network, tying to- 
gether the stations at which the angles in the 
scheme are measured. The vertices of the angles 
are the triangulation stations. In densely wooded 
country, without points of vantage, triangulation 
may be rendered impossible; but where triangu- 
lation is possible and carefully done, it usually 
will be both rapid and accurate. 

78. TRIANGULATION SCHEMES 

a. The basic figure from which triangulation 
schemes are built is the triangle. The triangle 
alone affords no proof of the accuracy of the 
observations or computations except that the 
three interior angles of the triangle total 180°. 
A triangulation scheme of single triangles (a of 
fig. 24), while very rapid, is weak because of 
insufficient verification of the accuracy of the 
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survey. A triangulation scheme of two independ- 
ent chains of triangles is strong because at least 
two independent computations can be made for 
each point (b and c of fig. 24). If time permits, 
a triangulation scheme which extends through 




D 



b. CHAIN OF QUADRILATERALS 




C. CHAIN OF POLYGONS 

Figure 2i. Triangulation schemes. 
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several triangles should consist qf multiple chains 
of triangles, overlapping frequently to provide 
verification of observations and computations. 

b. The simple figures which provide adequate 
proof of accuracy are the quadrilateral with both 
diagonals observed (b of fig. 24) and the four- 
(or more) sided, central-point figure (c of fig. 
24). These figures are composed of properly 
arranged combinations of triangles to provide 
checks on computations. 

79. TRIANGULATION PROCEDURE 

Execution of a triangulation scheme consists 
of the following steps : 

a. Reconnaissance for Triangulation Stations. 
Selection of triangulation stations must be made 
by thorough map reconnaissance followed by 
ground reconnaissance. 

6. Marking Stations. Each station to be occu- 
pied must be marked with a stake or other means 
to fix its exact location. In addition, each station 
to be observed must be marked by some means 
to make it visible from all stations from which 
it is to be observed. A tripod or similar marker 
which will allow the station to be occupied with- 
out disturbing the marker frequently will be 
necessary. 

c. Measurement of Angles. All angles at each 

station, including the angle closing the horizon, 
are measured. The angles are adjusted so that 
their sum equals 360°; any error is distributed 
equally among the angles measured regardless of 
the size of the angles. 
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d. Measurement of Base Line when Necessary. 
Measurement of a base line will be unnecessary 
if there are two or more- control stations, the 
positions of which have been or will be fixed by 
higher survey control. 

80. ACCURACY 

a. General. In extending corps artillery survey 
control through a corps zone of action, the accu- 
racy required is 1/3000. 

b. Angular Accuracy. To obtain the required 
over-all accuracy, it is necessary to have a hori- 
zon closure of 4 seconds or less per angle meas- 
ured at each station. It also is necessary to have 
an average triangle .closure of not greater than 
12 seconds. The angles opposite the known base 
and side required should be between the limits 
of 30° and 150°, The required side is the first 
side solved for and is a diagonal or a forward 
side. Triangles whose angles fall within these 
limits are known as strong figures. 

c. Base-Line Measurement. The base-line is 
taped by two taping teams. The two taped dis- 
tances must agree to within 1 part in 7,000 parts 
(1/7000). 

81. PERSONNEL AND DUTIES OF A 
TRIANGULATiON PARTY 

a. The observing party for triangulation con- 
sists of a survey and instrument man and a sur- 
vey recorder. The party may move from station 
to station or, if sufficient personnel are available. 
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several observing parties may be working at the 
same time. 

6. If the triangulation scheme is not started 
from a known base, it will be necessary to deter- 
mine the length of the base by double taping. 
For observation battalion work, a taping party 
consisting of two men is sufficient. 

c. In addition to the observing parties and 
taping team, there also should be a chief of party 
to supervise the entire operation. 

82. COMPUTATIONS 

In order to illustrate the computations involved 

in a complete triangulation problem, an example 
is shown in the following paragraphs. The tri- 
angulation scheme used in this example is shown 
first. Then the form used for triangulation and 
position computation is shown, 

o. Triarbgulation Scheme Used. Figure 25 shows 
the triangulation scheme used and the data ob- 
tained by the survey party or parties. 

b. Computation in Solving Triangles. Figure 
26 shows the computation involved in solving 
triangles using DA AGO Form 6-8. This form 
is so arranged that the station opposite the known 
base is labeled A and the stations at each end 
of the base labeled B and C in a clockwise direc- 
tion from station A. 

c. Triangulation Position Computations. As 
soon as the triangles are solved, it is necessary 
to determine the positions (coordinates) of the 
unknown stations. Figure 26 illustrates the tri- 
angulation and position computations using DA 
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AGO Form 6-8. The coordinates of the positions 
are determined by computing the coordinates of 
the unknown station from both ends of the known 
base. Both sets of coordinates should agree. To 
continue the position computation, the side of the 
triangle that forms the diagonal of the quadri- 
lateral forms the base for the next triangle; the 
two stations forming the ends of this base are 
used as starting points for position computation 
for the next unknown station. This procedure is 
continued through each successive quadrilateral 
throughout the scheme. 

Section VI. THREE-POINT RESECTION 

83. GENERAL 

Three-point resection is a specialized form of 
triahgulation. It is one of the most useful meth- 
ods in survey. In three-point resection, the co- 
ordinates of three points which form a triangle 
and are visible from the position of the observer 
must be known to determine the coordinates of 
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CASE 1 CASE 2 CASE 3 

Figure 27. Three eases of three-point resection. 
M«7»7»— 51— 8 
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the position of the observer. In figure 27, point P 
represents the position of the observer and points 
A, B, and C represent the three points of known 
coordinates. To determine the coordinates of his 
position, P, it is necessary for the observer to 
measure angles P^ and P^ with an instrument. 

84. APPLICATION 

a. Three cases of the application of three-point 
resection are shown in figure 27. They differ de- 
pending upon the location of the point, P, with 
reference to the sides of the triangle formed by 
the three known points. Notice that in case 1 
(fig. 27), P falls inside the triangle ABC, where- 
as, in cases 2 and 3, P falls outside the triangle. 

h. There are two situations that may develop 
in which a three-point resection solution appears 
possible, but actually is not usable. First, if P 
falls upon the prolongation of a side of the tri- 
angle ABC, the problem resolves itself into the 
solution of a triangle with a side and angles 
given. This solution is not acceptable since no 
check on the solved elements of the single tri- 
angle is made (par. 78). Secondly, if P falls on 
the circumference of the circle passing through 
the vertices of the triangle, the problem is in- 
determinate (par. 86) . A sketch of the problem in 
question is necessary before the computer under- 
takes the problem. This sketch should be supplied 
by the observer in the field. 

85. SOLUTION 

a. Method. The three-point problem may be 
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solved graphically but with limited accuracy. In 
observation battalion survey, the accuracies speci- 
fied above for triangulation are applicable to re- 
section operations ; therefore, the three-point prob- 
lem is always solved mathematically. 

b. Measuring Angles. In figure 27, A, B, and 
C are the known points and P is the position of 
the observer from which the angles APB (Pi), 
BPC (P2), and CPA (to close the horizon) ai-e 
measured. These angles are adjusted for horizon 
closure. 

c. Solving for Coordinates of P. The steps out- 
lined below are followed in solving for the co- 
ordinates of P. 

(1) First step. Compute from the coordi- 
nates of A, B, and C, the azimuth and 
length of lines AB, AC, and BC. From 
these azimuths, compute the angles 
SAC, ACB, and CBA. 

(2) Second step. Construct a circle so that 
it passes through the points A, P, and 
C. The line BP, prolongated, cuts the 
circle at /. Situations will fall in one of 
two categories: Case 1, where P is with- 
in the triangle ABC, and cases 2 and 
8, where P is outside the triangle ABC. 

(3) Third step. Determine the value of 
angles AC I and CAI. 

(a) Case 1. The angle ACI is equal to 
angle API since both are angles 
whose vertices lie on the circumfer- 
ence of a circle and subtend the 
same arc of the circle. Angle API 
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is equal to 180° minus angle Pi ; 
therefore, angle AC I is also equal 
to 180° minus angle Pi. In a similar 
manner, it may be shown that angle 
CAI is equal to 180° minus angle 
P2. 

(b) Cases 2 and 3. The angle ACI is 
equal to angle Pi because both 
angles are on the circumference of 
the circle and subtend the arc AI. 
Similarly, angle CAI is equal to 
angle Pj. 

(4) Fourth step. The solution of the follow- 
ing triangles is also outlined on the 
three-point resection form shown in 
figure 30: 

(a) Triangle lAC 

Solve for AI Solve for CI 

AI = AC Sin ACI CI = AC Sin lAC 

Sin AIC Sin AIC 

(b) Triangles IB A and CBI 

Solve for angle IBA 
Tan IBA = AI Sin BAI 



AB - AI Cos BAI 
Solve for angle CBI 
Tan CBI = CI Sin BCI 

BC - CI Cos BCI 
Angle ABC should equal angle IBA + CBI. 
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(c) Triangles PAB and PBC 

Solve for PA and PB Solve for PC and PB 

PA -= AB Sin AgP PC=£CSinPBC 

Sin Pi Sin P. 

PB = AB Sin PAP PP=££Sin_BCP 

Sin Pi Sin P. 

The two values for the length of PB 

should agree within the accuracy of 

the logarithm tables. 

(d) Computing coordinates. 

Compute the coor- Compute the coordi- 
dinates of P f rom nates of P from 

point A or B. point C or B. 

Coordinates of P should agree when 
computed from PA, PB, or PC. 
d. Sample Three-Point Resection Problem. 

(1) Initial data. The sketch, coordinates of 
three known points, and the measured 
angles of a case 2 three-point resection 
problem are shown in figure 28. 

(2) Solution. 

(a) The computations necessary to deter- 
mine azimuth and distance from co- 
ordinates using DA AGO Form 6-1 
are shown in figure 29. 

(6) The computations necessary to deter- 
mine the logarithms of the distances 
AP, BP, and CP and the unknown an- 
gles using the three-point resection 
form are shown in figure 30. 

(c) The computations necessary to deter- 
mine coordinates from azimuth and 

1 1 1 



KNOWN COORDINATES: 
• E_ N. 
Heyb Hill (A) 551 533.62 838 80851 
Station 30 (B) 552 224.85 841 1 1 2.62 
Welsh Hill (C) 554 06508 842 439.48 

MEASURED ANGLES: 
P, ■ 52» 10' 20" 
P, ■ 34' 32' 00" 

(VERTICAL CONTROL OMITTED) 

Figure S8. Sketch, known coordinates, and measured 
angles for a three-point resection problem. 

distance using DA AGO Form 6-2 
are shown in figure 31. 

86. THREE-POINT FAILURE 

If the unknown stations should fall on the circle 
through the three known points, the problem is 
indeterminate as shown in figure 32. This situa- 
tion can only occur when P and B are on the 
opposite side of the line AC (case 2), and when 
the sum of angles CBA, P^, and Pz is equal to 
180°. The sum of angle APC {P1—P2) and angle 
CBA should vary from 180° by at least 20° in 
order to obtain an accurate computed location. 

87. SUMMARY 

The three-point resection problem will give a 
quick and accurate solution if accurate observa- 
tions are made. When there is some doubt about 
the reliability of the observations, they should be 
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Figwre 29. Computing azimuth and distance from coor- 
dinates using DA AGO Form 6-1. 
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Figwre SZ. Failure of three-point resection. 

repeated for verification before the results are 

used. Proof can be obtained if a visible fourth 
point whose coordinates are known is used and 
if a second computation is made using two of the 
points involved in the first computations. Also, 
a verification may be obtained by making an 
astronomical observation (corrected to grid) on 
a computed direction. The computer should al- 
ways be certain that the problem, which is being 
computed, is not of the indeterminate type and 
that the unknown point lies sufficiently far from 
the danger circle to insure accurate results. 
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Section VII. TWO-POINT RESECTION 



88. , GENERAL 

Two-point resection is a specialized form of 
triangulation. It is characterized by two known, 
inaccessible points which are both visible from two 
unknown accessible points whose location is de- 
sired. In figure 33, points A and B represent the 
inaccessible points of known coordinates and 
points Q and P represent the unknown points. 
Points Q and P must be intervisible. After sta- 
tions Q and P have been occupied and the angles, 
represented by the arrows in figure 33, have been 
measured, the coordinates of points Q and P can 
be determined. Two-point resection is of value 
in cases wherein, after regular triangulation has 
been completed, additional points are still re- 
quired for artillery survey. It is used primarily 
when triangulation stations are inaccessible and 
only two such stations are available. In observa- 
tion battalion control survey, the two-point prob- 
lem is always solved mathematically, although in 
flash ranging operations it is solved graphically 
with resulting limited accuracy. When the co- 
ordinates of the two known points are of doubt- 
ful reliability (for example, obtained from cap- 
tured enemy "trig" lists), the auxiliary base is 
taped. When the coordinates of the two known 
points are known to be accurate, the auxiliary 
base is assumed. Assuming the base eliminates 
the work of taping and the possibility of taping 
errors. 
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Figure SS. Two-point resection. 



89. SOLUTION 

a. General Mathematical Solution. In the fol- 
lowing solution the auxiliary base (QP) was 
taped (fig. 33). The solution of a problem using 
an assumed base is identical except that results 
obtained using the assumed distances must be 
converted to true distances (b (2) below). 

(1) SitiMtion. Points A and B (fig, 33) are 
control points of doubtful accuracy 
which cannot be occupied. The accuracy 
of the coordinates of points A and B 
should be verified before using them as 
a basis for the extension of survey con- 
trol. 

(2) Necessary field work. ■■ 

(a) Select, by reconnaissance, points Q 
and P so that they are intervisible 
and A and B can be seen from both 
points. It is essential that a quadri- 
lateral composed of combinations of 



strong triangles be used (par. 80). 
(&) Measure the indicated angles at Q 
and P, three direct and three re- 
versed; close the horizon; and adjust 
the angles, 
(c) Determine the length of the auxiliary 
base QP by taping. 
(3) Outline of computations. 

(a) From the coordinates of A and B, 
compute the length and azimuth of 
line AB. 

(b) Solve triangle BQP for the sides BP 

Known: Angle BQP 
Angle QPB 
Side QP 

Angle PBQ- I80«- 
(angle BQP + angle QPB) 
BQ. QP Sin QPB 

Sin PBQ 
op. QP Sin BQP 
" Sin PBQ 

Figure Si. Solving triangle BQP by the law of sines. 




and BQ using the law of sines (fig. 
34). 

(c) Solve triangle AQP for sides AQ and 
AP using the law of sines (fig. 35). 

Known: Angle AQP 
Angle QPA 
Side QP 
Angle PAQ= 180"- 

(Angle AQP + Angle QPA) 
AQ » OP Sin QPA 

Sin PAQ 
ARs QP Sin AOP 
Sin PAQ 

Figure S5. Solving triangle AQP by the law of sines. 
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(d) Solve triangle ABQ for angle QBA 
using the short tangent law (fig. 36). 

B Known: Angle AQB 
Side AQ 
Side BQ 
Tan QBA- AQ Sin AQB 
BQ-AQ Cos AQB 

Figure 36. Solving triangle ABQ by the short tangent law. 

(e) Check the solution by solving triangle 
ABP for angle BAP using the short 
tangent law. All angles in the quadri- 
lateral should total 360°. This pro- 
vides a check on all computations thus 
far (fig. 37). 




Known: Angle APB 
Side AP 
Side BP 

Tan BAP- „ 
AP-BPCos APB 



Figure S7. Solving triangle ABP by the short tangent law. 

(/) Select the strongest triangle ABP or 
ABQ, and compute the distance AB 
using the law of sines. 

(g) Compare the two computed lengths of 
the line AB determined in (a) and 
(/) above. If the two lengths dis- 
agree, the coordinates of points A 
and B are not usable as a basis for 
extending control. If the two lengths 
agree and the coordinates of A and 
B are urgently needed, their use as 
a basis for extending control is justi- 
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fiable. However, the azimuth of the 
line AB should be verified as soon as 
time permits, This is done by com- 
puting the azimuth of the line QP 
from the coordinates of points A and 
B and verifying the resulting azimuth 

.A TOM B. BOB 

COORDINATES 

TOM (A) 550920.00-835360.00 
BOB (8)552448.19 -837170.52 

MEASURED ANGLES 

2^AQB 53° 17' 20" 
^BQP 42» 39' 45" 
.AQPA 45' 07' 13" 
4.APB 60» 19' 27" 

VERTICAL CONTROL OMITTED 
TAPED DISTANCE Pto Q = 53I5.06FEET 

Figure 38. Initial data for a two-point resection problem 
using a taped base. 

of QP by an astronomical observation. 

(h) Solve for the coordinates of Q and P 
using DA AGO Form 6-2. 
b. Examples of the Two Methods of Solving 
a Two-Point Resection Problem. 
(1) Taped base. 

(a) Initial data. The sketch, the coordi- 
nates of two control points of doubt- 
ful reliability, the measured angles, 
and the taped length of the base are 
shown in figure 38. 
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AZIMUTH AND DISTANCE FROM COORDINATES 
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Figure S9. Computing azimuth and distance from 
coordinates using DA AGO Form 6-1. 

(6) Solution. 

1. The computations necessary to de- 
termine azimuth and distance from 
coordinates using DA AGO Form 
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6-1 are shown in figure 39. 
2. The computations necessary to de- 
termine the azimuths and distances 
from the points A and B to the ends 
of the taped base using the two- 
point resection form are shown in 
figure 40. 

S. The computations necessary to de- 
termine coordinates from azimuths 
and distances using DA AGO Form 
6-2 are shown in figure 41. 
(2) Assumed base. 

(a) Initial data. The sketch, the coordi- 
nates of two known points, the meas- 
ured angles, and the assumed lengths 
(usually 1,000 meters for ease of com- 
putation) of the base are shown in 
figure 42. 
(ft) Solution. 

1. The computations necessary to de- 
termine azimuth and distance from 
coordinates using DA AGO Form 
6-1 are shown in figure 43. 

2. The computations necessary to de- 
termine the azimuths and distances 
from the points of known coordi- 
nates {A and B) to the ends of the 
assumed base using the two-point 
resection form are shown in figure 
44. 

3. The computations necessary to de- 
termine coordinates from azimuths 
and distances using DA AGO Form 
6-2 are shown in figure 45. 

»487»7»— 51— 9 
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TWO- POINT RESECTION 
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Figure UO. Computing the azimuths and distances using 
the two-point resection form. 
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A TOM 



B.BOB 



KNOWN COORDINATES 



TOM (A) 550920.00-835360.00 
BOB (B) 552448. 1 9 - 8371 70.52 



MEASURED ANGLES 



Q^OK 



BILL <4.AQB 53» 17' 20" 



^BQP 42" 39' 45" 
A. QPA 45» 07' 13" 
^APB eO" 19* 27" 



VERTICAL CONTROL OMITTED 

ASSUMED DISTANCE - 1000 METERS MAP DISTANCE 



Figure 42. Initial data for a two-point resection problem 



Section VIII. VERTICAL CONTROL 

90. GENERAL 

o. Purpose. Elevations of points are determined 

in the artillery primarily for use in computing 
firing data. In order to accomplish this, the ob- 
servation battalion normally carries elevation 
above sea level or an assumed datum plane to 
the division artillery survey control points, to 
the survey control points for corps artillery bat- 
talions, to the flash observation posts, and to the 
radar positions by trigonometric leveling. This 
vertical control is then extended into the target 
area. 

b. Accuracy. The survey parties of a field artil- 



(1NCLUDES SCALE FACTOR) 



using an assumed base. 
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AZtMUTH AND DISTANCE FROM COORDINATES 
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Figure A3. Computing azimuth and distance from 
coordinates using DA AGO Form 6-1. 



lery observation battalion extend vertical control 
using methods that are precise enough to insure 
that the vertical coordinate is Accurate to 1 yard. 
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Figure 4-4' Computing the azimuths and distances using 
the two-point resection form. 



It is desirable to have all corps artillery on com- 
mon vertical control datum, either true or as- 
sumed, as soon as possible. 
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91. METHODS 



a. Trigonometric Leveling. 

(1) Procedure. The angle of site may be 
measured either with the transit or with 
one of the flash-observing instruments. 
The distance is obtained by any survey 
method or is scaled from a map and the 
difference of elevation obtained by solv- 
ing the vertical triangle. For the best 
results, simultaneous, reciprocal observa- 
tions should be made. These will cancel 
out the effects of curvature and refrac- 
tion. If the vertical angle is measured 
in only one direction, a correction must 
be applied for curvature and refraction 
for a more accurate determination of the 
elevation. This correction may be neg- 
lected when the range is less than 2,000 
yards. Curvature and refraction correc- 
tion tables are given in appendix V. 
When the transit is used vertical angles 
must Jbe measured at ieast once with the 
telescope direct and once with the tele- 
scope reversed. 

■ (2) Computation (fig. US). 




Figure id. Trigonometric leveling. 



(a) X = horizontal distance x tangent 
BAC. 

{b) X + HI = difference in elevation 
between A and B. 

(c) In the example shown below, the ver- 
tical angle is measured in only one 
direction; the readings are recorded 
as follows: 

Direct = +1° 08' 
Eeverse = +1° 06' 

Mean = +1° W' 

(d) Horizontal distance = 5026 yards. 

(e) Altitude of A = 576 feet. 

(/) Height of instrument (HI) = 5 feet. 

(g) Difference in altitude (X) = 5026 x 
tan 1° 07' 

Log 5026 = 3.7012225 
Log tan 1° 07' = 8.2898559 

Log 5026 X tan 1° 7' = 1.9910784 = 97.97 yds. = 294 ft. 

(h) Altitude of A = 576 feet 

Difference in altitude = +294 feet 
Height of instrument = + 5 feet 
Curvature and refraction correction (app. V)= + 5 feet 

Altitude of B= 880 feet 

b. Surveying Altimeter. Since atmospheric pres- 
sure and elevation above sea level are closely re- 
lated, the altimeter is used to determine the dif- 
ference of elevation between two points which 
are not over 6 to 8 miles apart. Figure 47 shows 
DA AGO Form 6-9 which is used to record the 
data taken and compute the altitudes. 
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LEVELING WITH ALTIMETERS— FIELD OBSEKVATIONS AND COMPUTAnONS 
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Figure U7. Example of recording and computing for level- 
ing with the altimeter using DA AGO Form 6-9. 

Section IX. ASTRONOMIC OBSERVATIONS 

92. GENERAL 

a. Purpose. The observation battalion employs 
astronomic observations to determine direction 
(azimuth) upon the ground. The artillery has four 
principal uses for azimuths obtained by astro- 
nomic means : 

(1) To obtain a starting azimuth when no 
line of direction is known or when no 
established and intervisible points exist. 

(2) To check the azimuth of a traverse leg 
which has been brought forward through 
a succession of traverse stations. 

(3) To establish declination stations. 
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(4) To determine the direction of the orient- 
ing lines of individual artillery firing 
units. 

b. Methods. The two standard methods used 
are the altitude method and the hour angle meth- 
od. The hour angle method generally produces the 
best results; however, the choice of method is 
dependent upon existing conditions. Most impor- 
tant of these conditions is the position of a se- 
lected celestial body at the time of observation. 
The altitude method requires the celestial body 
to be between 20° and 45° in altitude and at least 
2 hours from the observer's meridian. When the 
hour angle method is used, the heavenly body 
should be near the observer's prime vertical, or 
in the case of circumpolar stars, near elongation 
(TM 5-235). 

93. BASIC ASTRONOMIC CONCEPTS 

a. Definitions. 

(1) Refer to figure 48 for illustration of the 
following definitions. 

(a) Celestial sphere. An imaginary sphere 
of infinite radius with its center at the 
center of the earth and upon which 
all celestial bodies appear to be fixed. 

(b) Celestial equator. The great circle on 
the celestial sphere cut by a plane 
through the center of the earth per- 
pendicular to the earth's axis. 

(c) North and south celestial poles (N and 
S). Points where the prolonged polar 
axis of the earth intersects the celes- 
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Figure i8. The celestial sphere showing the celestial tri- 
angle (North celestial pole-Zenith^Sun) outlined with a 
heavy black line. 



tial sphere. 

(d) Observer's celestial horizon. A great 
circle cut on the celestial sphere by 
a plane perpendicular to the plumb 
line at the observer's position. 

(e) Zenith and Nadir. The points where 
the prolonged plumb line intersects the 
celestial sphere directly overhead and 
underneath. 

(/) Celestial meridian. The great circle 
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on the celestial sphere which passes 
through the celestial poles and the 
observer's zenith, 
(gf) Latitude. The angular distance on the 
earth's surface measured from 0° to 
90°, north or south of the equator. 
It is also the angular distance on the 
celestial sphere measured north or 
south from the celestial equator to 
the observer's zenith. 

(h) Declination. The angular distance 
from the celestial equator to a ce- 
lestial body, measured along the hour 
circle through the body. Declination is 
positive when a body is north of the 
celestial equator and negative when 
it is south. 

(i) Altitude (h). The observed vertical 
angle at the observer's station between 
the horizon and a celestial body cor- 
rected for refraction and also for par- 
allax when the sun or planets are used. 

(j) Hour angle. The angle between the 
plane of the observer's meridian and 
the hour circle through a celestial 
body. 

(2) The following definitions are pertinent 
but are not illustrated, 
(a) Prime vertical. The great circle pass- 
ing through the zenith and nadir and 
perpendicular to the observer's me- 
ridian. It intersects the horizon at 
points directly east and west. 
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(6) Hour circle. Any great circle through 
the celestial poles. 

(c) Refraction. The apparent displace- 
ment of a celestial body due to the 
downward bending of the rays of 
light passing through the earth's at- 
mosphere. 

(d) Parallax. The difference in direction 
of a celestial body as seen from the 
center of the earth and from a station 
on the earth's surface. 

b. The Celestial Tnangle. Figure 48 illustrates 
the celestial triangle (North celestial pole - Ze- 
nith - Sun) which must be solved to determine the 
azimuth of a celestial body. 

94. PROCEDURE 

a. Identification. To obtain an astronomic azi- 
muth, it is necessary to identify the heavenly 
body on which the observations are made. This 
can be done by the use of star charts or the use 
of a star finder which is entered with certain 
observed data after the observing is completed. 
There are a number of star, charts which can 
be used. The star finder and identifier, which 
is available through the United States Navy Hy- 
drographic Office, is an excellent mechanical de- 
vice for identifying the stars. 
h. Observing. 

(1) Altitude method. The field work consists 
essentially of measuring the vertical 
angle of the celestial body, the hori- 
zontal angle from a terrestrial mark to 
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the heavenly body, and determining the 
time of observation. Angles are meas- 
ured to celestial bodies in the same man- 
ner as to points on the earth except in 
the case of the sun virhich requires a 
special technique. Unlike other celestial 
bodies, except the moon, which appear 
as pin points of light, the sun appears 
as a disc in the sky with an angular 
diameter of approximately 32 minutes. 
All measurements must be made to the 
sun's center so readings are taken to 
the right and left and upper and lower 
edges of the sun, and the mean is deter- 
mined to the center both horizontally 
and vertically. The time is recorded and 
averaged to determine the correspond- 
ing time for the mean horizontal and 
vertical angles. The air temperature is 
taken and recorded. The observer's lati- 
tude, longitude, time zone, and watch 
correction must be known. The latitude 
and longitude can be scaled from a map 
of a scale no smaller than 1/50,000. For 
greater accuracy and a check, three sets 
of observations should be taken. 

(2) Hour angle method. Field work consists 
of measuring the horizontal angle from 
a terrestrial mark to the celestial body 
and determining the exact time of ob- 
servation. The horizontal angle is meas- 
ured as in triangulation, except that 
when the sun is observed, readings must 
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be taken to the right and left edges to 
obtain the horizontal angle to the sun's 
center. The latitude, longitude, and 
watch correction (TM 5-235) must be 
known. The watch correction can be 
obtained from radio time signals. Time 
is the critical element in this method, 
and it must be correct to within 5 sec- 
onds to obtain the required accuracy. 
Three separate sets of observations 
should be made. If these do not provide 
at least two sets having nearly identical 
values, the observations should be re- 
peated. 

c. Computation. DA AGO Form 6-11 is .pro- 
vided for azimuth computation by the altitude 
method and DA AGO Form 6-10 is provided for 
use with the hour angle method (figs. 49 and 50) . 
An ephemeris or nautical almanac for the current 
year and a table of logarithms are needed for the 
computation. The computation is based on the 
solution of a spherical triangle, the vertices of 
which are the celestial pole, the zenith, and the 
celestial body. The sides of the astronomical tri- 
angle are arcs of great circles passing through 
each pair of vertices mentioned above. 

(1) Altitude method (fig. 49). Any observed 
altitude angle, whether of the sun or a 
star, must be corrected for refraction. 
The observed altitude angle of the sun 
is also corrected for parallax. The cor- 
rected altitude angle is then subtracted 
from 90° to determine one side of the 
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celestial triangle. Using the time and 
date of observation, the corrected decli- 
nation of the observed body is obtained 
from the ephemeris or nautical almanac. 
A second side of the triangle is deter- 
mined by subtracting the corrected dec- 
lination from 90° when it is positive 
or adding the corrected declination to 
90° when it is negative. The third side 
of the triangle is found by subtracting 
the observer's latitude from 90°. Know- 
ing the values of the three sides, the 
triangle can be solved for the angle at 
the zenith. When the declination of a 
celestial body is more than the latitude 
of the observer's position the bearing 
of the body will always be less than 90°. 
When the declination of a celestial body 
is less than the observer's latitude, and 
both are in the same hemisphere, the 
altitude of the body determines the bear- 
ing in some cases (TM 44-225). When 
the celestial body is east of the observ- 
er's meridian, this angle is the true azi- 
muth to the celestial body; when west, 
the zenith angle must be subtracted from 
360° to obtain the true azimuth. By 
applying the horizontal angle from the 
mark on the ground to the celestial 
body, the true north azimuth is deter- 
mined to the mark. 

(2) Hour angle method (fig. 50). At the com- 
pletion of an hour angle observation, 
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two sides and the included angle of 
the celestial triangle can be determined. 
The two sides are the co-latitude and 
the polar distance. The angle between 
these two sides, or the angle between 
the observer's meridian and the hour 
circle through the celestial body, is called 
the local hour angle. It can be com- 
puted by using the local time of ob- 
servation. With these values known, the 
triangle can be solved for the angle at 
the zenith, and the true azimuth of the 
body determined. By applying the meas- 
ured horizontal angle, the true north 
azimuth to the mark is obtained. 
(3) Grid correction. Since the artillery is 
always oriented with respect to grid 
north, all true north azimuths must be 
converted to grid azimuths before they 
can be used. 



CHAPTER 7 
SOUND RANGING 



Section I. GENERAL 

95. DEFINITIONS 

a. Sound Ranging. The procedure of locating 
the source of a sound, such as a gun report or 
a shell burst, by calculations based upon observa- 
tions of the propagated sound wave is called sound 
ranging. It normally is employed to locate hostile 
guns in position and firing, and to adjust the fire 
of friendly artillery under certain conditions. 

b. Gun Wave. The gun wave, or muzzle wave, 
is the impulse wave produced by the piece when 
it fires. 

c. Ballistic Wave. A projectile whose velocity 
in flight is greater than the velocity of sound 
gives rise to a ballistic wave audible to an ob- 
server near the trajectory as a sharp crack. 

d. Burst Wave. The burst wave is an impulse 
wave which originates in the detonation of a high 
explosive shell. 

, e. Whistling. This is a whistling, rustling, or 
hissing sound • associated with the shell in its 
flight, caused by interference of sound waves with- 
in the ballistic wave cone. Microphones do not 
record this sound. 

/. Splinter Waves. These are ballistic waves 
of small amplitude, produced by shell fragments. 
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or splinters, moving f^ter than the speed of 
sound. 

96. GENERAL DESCRIPTION 

a. Installation. A typical sound ranging instal- 
lation is shown in figure 51. 

FRONT LINE 




SOUND RAN6IN6 
CENTRAL 



Figure 51. A typical sound ranging installation. 

b.' Basic Theory of Sound Ranging. The dis- 
charge of a gun or burst of a shell causes a 
sound disturbance or pressure vibration of the 
air, lasting for only a fraction of a second. The 
impulse so produced travels outward through the 
air in all directions at speeds which are depend- 
ent upon weather conditions. The speed of sound 
varies from 330 to 350 meters per second at aver- 
age air temperatures. If there is no wind and 
the entire mass of air has a uniform temperature 
of 50° Fahrenheit, the velocity of the advancing 
wave front is 337.6 meters per second. These are 
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the assumed standard conditions used in sound 
ranging. In still air) the sound wave will arrive 
at two given points at the same time if their 
distances from the source are equal, that is, if 
the source of the sound lies on the perpendicular 
bisector of the line connecting the two points. 
For . a source in any other position, the arrival 
times at the points of observation will be differ- 
ent. This time diflference increases as the distance 
of the sound source from the perpendicular bi- 
sector increases. It provides a measure of the angle 
between the perpendicular bisector and a ray 
through the sound source extending from the mid- 
point of the line connecting the two observation 
points. If two microphones are placed some dis- 
tance apart and the difference in arrival time of a 
sound at each microphone is recorded, the direc- 
tion of a ray which passes very close to the origin 
of the sound may be determined. Other combina- 
tions of two microphones will provide similar 
rays, and from the intersection of these rays the 
source of sound may be located. 

c. Sound Base. In practice, a sound wave is de- 
tected by an array of four to six microphones, nor- 
mally spaced at equal intervals (700 to 2,000 or 
more meters) along a straight line or, under cer- 
tain conditions, along the arc of a circle. In some 
cases the microphones may be spaced at unequal 
intervals along a straight or broken line. Such an 
array is termed a sound ranging base or sound 
base. A straight line segment connecting a pair of 
adjacent microphones constitutes a subbase. 

d. Recording. Each microphone is connected 
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by a wire or radio circuit to the sound recording 
set located at the sound ranging central (SRC). 
The sound impulse received at each microphone is 
recorded by this equipment on a moving paper 
tape. Recorded sound impulses are called breaks. 
In front of the sound base, at distances of 1,000 
or more meters, one or two outpost observers are 
stationed. Either observer, upon hearing a sound 
of a gun or shell burst, must activate the sound 
ranging apparatus in time to record the sound. 

e. Sound Record. The sound record is a paper 
tape upon which a time scale (1/100-second grad- 
uations) and the arrivals of the sound impulse at 
each microphone are recorded. The time of arrival 
at each microphone, as measured from an ar- 
bitrary zero time, is read from the record, and the 
difference between arrival times is computed for 
each pair of adjacent microphones. 

/. Plotting. The midpoint and reference line of 
each microphone subbase are plotted on the plot- 
ting board or plotting chart. The reference line is 
initially the perpendicular bisector of the sub- 
base. It may be adjusted for direction (par. 116). 
Draw a ray from each midpoint at the angular 
displacement (D) from the corresponding refer- 
ence line. The angular" displacement (D) is given 
by the relation : 

D = arc sin t in which 
s 

t — time difference of arrival of a sound wave 

at the two ends of the subbase. 
s = length of subbase in sound-seconds. (One 
sound-second, or the distance sound 
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travels in one second, is 337.6 meters 
under standard atmospheric conditions.) 
The intersection of the rays from the midpoints 
(or geometrical center of a polygon of error) gives 
the location of the sound source. The accuracy of 
the location is increased by application of certain 
corrections to the computed time differences (par. 
115). 

g. Rapid and Deliberate Methods. Normally, 
sound ranging installations are accurately sur- 
veyed by precise methods. Initially, a sound base 
may be rapidly installed by hasty survey methods. 
Such an installation is limited in application by 
lack of accuracy of the hasty survey and re- 
stricted connecting survey. For a discussion of 
rapid survey methods, see paragraph 104. 

Section II. SELECTION OF A SOUND POSITION 
97. TYPES OF BASES 

a. Number of Microphones. The number of 
microphones installed in a sound base depends on 
the time available and the terrain (par. 101). A 
complete installation normally employs five or six 
microphones. A minimum of four microphones 
should always be installed to permit three-ray in- 
tersection at the target. Increasing the number of 
microphones increases the number of intersecting 
rays and improves the reliability of locations. 

b. ArrangcT^ent of Microphones. 

(1) Spacing and alinement in a regular base. 
The microphones are spaced at uniform 
intervals along a straight line (straight 
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base) or along the arc of a circle concave 
toward the front {curved base). The base 
is irregular if either the spacing or aline- 
ment of the microphones is irregular. 

(2) Numbering of microphones (fig. 51). 
Microphones are numbered consecutively 
from the right when facing the front. 
They are designated by the symbols, Mi, 
M2, etc. The midpoints of the subbases 
are numbered C^, C2, etc., consecutively 
from the right. 

(3) Azimuth of base. The azimuth of a sub- 
base is the direction from the lower- 
numbered to the higher-numbered micro- 
phone, (from Ml to M^, Ms to M^, etc.). 
The azimuth of a straight base is 
the azimuth of any subbase. The azimuth 
of a curved base is the azimuth of the 
long chord, or line joining the two ex- 
treme flank microphones. 

COMPARISON OF BASES 

. Regular Base. 
(1) General. The most important advantage 
of a regular base is that the recorded ar- 
rivals of sound at the microphones form 
an easily recognized pattern on the rec- 
ord. Anyone accustomed to reading rec- 
ords (par. 114) on one regular base can 
read them with equal facility on any 
. regular base ; whereas, when there is a 
change in an irregular base, the record 
reader must learn the characteristic pat- 



terns of breaks for the new base. An- 
other advantage of a regular base is that 
standard plotting equipment with pre- 
viously prepared time scales may be 
used. 

(2) Curved and straight bases. The curved 
base avoids the possible error of plotting 
a sound source to the front when it is 
actually to the rear; it also facilitates 
record reading because the recorded 
sound arrivals are grouped more closely 
together than for a comparable straight 
base. The curved base requires more com- 
putations in survey than does a straight 
base. A curved base covers a somewhat 
narrower frontage of target area than 
does a straight base. 
b. Irregular Base. The irregular base is used 
when the terrain or time available for survey does 
not permit the installation of a regular base. .It 
results in irregularity in the sequence of breaks, 
which, when there is considerable artillery activ- 
ity, may render the records unreadable. To reduce 
this effect, microphone positions should be se- 
lected to bring the microphones as nearly as pos- 
sible into alinement, since alinement is more cri- 
tical than regularity of spacing. The irregular 
base has the advantage that acoustically favorable 
locations may be selected for each microphone, 
which may, under certain conditions of terrain 
(par. 101), be the determining factor in choosing 
the type of base to be used. 
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99. LENGTH OF BASE 



a. The unit of measure for subbases is the 
sound-second — 337.6 meters (par. 96) . Convenient 
subbase lengths for rapid installations are 2 and 
4 sound-seconds. Other values, preferably multi- 
ples of a standard length, may be used. Subbases 
of 4.0, 4.5, 5.0, and 5.5 sound-seconds generally 
are accepted as standard regular bases. Selections 
of subbase length is based upon the front to be 
covered, range to enemy artillery, available ter- 
rain, survey, wire laying, and available time. 

b. The 2-sound-second (2-second) base may 
be used when time is very limited and the diffi- 
culties of surveying or laying wire render a longer 
base impracticable, or when terrain or situation 
prevents the use of a longer base. The 2-second 
base is expanded at the first opportunity, usually 
to a 4-second base, by removing alternate micro- 
phones and adding additional microphones at the 
ends of the base. 

c. To attain maximum plotting accuracy the 
base length should be not less than two-thirds the 
distances to the sound source. Satisfactory results 
may be obtained if the base length is not less than 
one-third of the distance. An existing base may be 
lengthened by using longer subbases or by adding 
microphones. 

100. RADIUS OF CURVED BASE 

The radius of a curved sound base is the dis- 
tance in sound-seconds from the center of curva- 
ture to the arc through the midpoints. The radius 
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to the arc through the microphones is slightly 
greater (fig. 52) . The radius is selected so that it 
will place the center of curvature near the center 
of the area to be observed and will fit the base to 
the available terrain. Values of subbase, radius 
of base, and other elements of standard curved 
bases for which the mechanical plotting board 
may be used are given in appendix X. 




Figure 5Z. Curved sound bases. 
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101. LOCATION OF SOUND BASE 



a. Location with Respect to Enemy Artillery. 
The base should be as close as possible (con- 
sistent with the proper location of the outpost ob- 
server) to the area to be observed, and so oriented 
that the perpendicular bisector of the base passes 
through the approximate center of the area (fig. 
53). To improve sound ranging when a strong 
flank wind interferes with reception of sound, the 
sound base should be shifted downwind with re- 
spect to the target area. This may be done by add- 
ing one or more microphones on the downwind 
end of the base. Crossed bases may be used to in- 
crease the width of the sector of observation. The 
cross-base switching device permits utilization of 
two bases by affording the operator a means 
whereby he can switch from one to the other as 
desired. 

6. Location with Respect, to Front Lines. The 
base should be sufficiently far behind . the front 
lines to enable the outpost observers, upon hearing 
a sound, to activate the sound recording set before 
the sound reaches any microphone (par. 102) , 
c. Location of Microphones. 

(1) Microphones should be located in such 
positions that they will detect the de- 
sired sounds without excessive interfer- 
ence from undesired sounds such as 
heavy shelling, our own artillery bat- 
teries, or heavy motor traffic. Interfer- 
ence from ballistic waves of shells from 
friendly batteries may be avoided by lo- 
cating microphones to the rear of these 
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Figure 53. Location of sound base in relation to a/rea 
of probable location of enemy artillery. 



batteries. 

(2) Local obstacles, such as low buildings, 
woods, low banks, or rolling hills* do not 
materially affect the travel of a low-fre- 
quency sound wave. High hills in the di- 
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Figure 54.. Crossed sound bases. 

rect path between a sound source and 
microphone may impair the effectiveness 
of the microphone position or render the 
microphone totally insensitive. Cliffs, 
large steep hills, and large buildings 
near a microphone position may cause a 
time error as well as disturbing echoes. 
(3) If one or more microphones fall in un- 
suitable locations, the entire base may be 
displaced a short distance or the unsuit- 
able locations may be eliminated by mov- 
ing individual microphones. 

d. Survey and Communication Considerations. 
When possible, the base should be located to pro- 
vide favorable routes for wire laying and favor- 
able terrain for survey. To reduce line mainte- 
nance, wire routes should avoid use of heavily 
traveled roads (FM 24^20). 

e. Map Reconnaissance. If suitable maps are 
available, a map reconnaissance will facilitate se- 
lection of the sound base relative to the target 
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area, combat lines, friendly installations, and ter- 
rain features. Transparent templates of standard 
sound bases to the scale of the map are an aid in 
determining a suitable position of the base on the 
ground. The template is laid on the map and 
shifted until all microphones fall into satisfactory 
positions. To take account of terrain conditions 
which may be at variance with, or not shown on, 
available maps, a ground reconnaissance must be 
made before final selection of microphone posi- 
tions is made. 

102. OUTPOST POSITIONS 

a. An outpost position should be at least 2 
sound-seconds (approximately 675 meters) closer 
to a sound source than any microphone. After the 
outpost observer detects the sound, some delay 
(observer's reaction time) occurs before he presses 
the outpost switch, and after he presses the switch, 
a further delay occurs before the sound set begins 
recording. Figure 55 shows the areas that can be 
covered from several outpost positions for certain 
standard bases. If the front is narrow, one out- 
post position may be sufficient. Two outposts, one 
toward either flank of the base, are necessary for 
complete coverage of a wide front unless a single 
observer can be placed well forward. 

b. The outpost position should be as free as 
possible from the disturbing noises of friendly ar- 
tillery firing and small arms fire. It should pro- 
vide cover and concealment for the observers and 
a covered route of approach. It should be located 
on a vantage point to provide good visual observa- 
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o. 2-Meond 5-inIcrophone bott. b. 4-Meond 4-mieraphone base. c. 4-second 4-niicrophone bQU. 




M, M, M« M, M, Mi M, M« M, M, M, 



d. 5'second G*fiiicrophone base with one outpost. e. 5*second 6-niicrophons base viith two outposts. 

Figure 55: Area of target locations from which a sound 
is heard by the outpost observer at least 2 seconds before 
its arrival at any microphone. 

tion into the enemy area to permit the observer 
to estimate accurately the direction to the sound 
source. 
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103. SOUND RANGING CENTRAL 



To reduce the amount of wire necessary, the 
sound ranging central should be as near the center 
of the sound base as is consistent with security. It 
should provide cover and concealment for the per- 
sonnel at the sound ranging central and a covered 
route of approach. Normally it is as close to the 
base as possible. 

, Section III. INSTALLATION OF A BASE 

104. SURVEY OF SOUND BASE BY RAPID METHODS 

a. Internal Survey. The internal survey of a 
sound base consists of locating and marking the 
microphone positions on the ground in their cor- 
rect relative positions independently of common 
survey control. It may be performed by either 
hasty or precise methods. Survey of sound bases 
by precise methods is covered in paragraph 105. 
(1) Calibrated wire method. The starting 
point for the survey normally is either, 
the center of the base or a microphone 
position. It should be marked on the 
ground with a range pole or a flag. The 
direction of the base is marked with an- 
other range pole or flag 100 to 200 me- 
ters distant. Two taping parties, work- 
ing in opposite directions from the start- 
ing point and maintaining alinement by 
eye, measure the distance between micro- 
phones with fixed lengths of field wire. 
A single strand of field wire, % sound- 
second (84.4 meters) in length, is satis- 
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factory. No attempt is made to keep the 
wire horizontal. Alinement is easily 
maintained by use of range poles or by 
placing the base on line between two dis- 
tant terrain features. To avoid errors in 
total number of tape lengths, the tape- 
men count the number of taping pins or 
use a counter. Tapemen should move at 
double time between tape lengths. This 
method is best adapted to open terrain; 
it is rapid, and it usually is the most ac- 
curate hasty method of internal survey. 

(2) Inspection and short traverse. A base 
may be located by inspection from a map 
or photomap and by scaling from the 
map the distances and directions to each 
microphone from nearby terrain features 
which can be identified on both the map 
and on the ground. A short traverse is 
run from the terrain feature to the mi- 
crophone position. The scale of a photo- 
map is determined as described in FM 
6-40. This method is rapid and is ac- 
curate if the map or photomap is accu- 
rate and if sufficient recognizable fea- 
tures exist on the map or photomap. It 
is particularly valuable in rough terrain. 
It is applicable to either regular or irre- 
gular bases. The microphone positions 
may be located on the sound plotting 
board by affixing the map or photomap 
to the plotting board. 

(3) "Shot in" base. The base may be "shot 



in" when satisfactory maps or photo- 
maps are not available, or when rugged 
or heavily wooded terrain makes other 
survey methods difficult or impossible. 
Microphone positions are selected arbi- 
trarily on the ground, approximating a 
straight, regular base. Relative positions 
of the microphones are determined by 
the method described below. 

(a) Determining the distances from the 
microphones to the outpost position. 
A "shot point" (position at which 
an explosive charge is detonated) is 
selected near the outpost. The out- 
post observer makes electrical con- 
nections to the outpost line as shown 
in figure 56. At the sound recording 
set, the outpost circiiit is temporarily 
connected to a recording channel. 
When the charge is set and the out- 
post operator has returned to his 
telephone at a safe distance (30 to 50 
meters) from the charge, he signals 
the operator of the sound recording 
set READY. The operator signals 
FIRE and starts the sound set. The 
outpost operator waits 5 to 10 sec- 
onds and detonates the explosive. A 
sound record is obtained indicating 
the instant the charge was fired and 
the instant of the sound arrival at 
each microphone. The time interval 
required for the sound to travel 
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Figure 57. Computations for a "shot in base with TNT" 
fired at "A" using the sound plotting record form. 



from the "shot point" to each micro- 
phone is computed (par. 115) on 
the sound plotting record (fig. 57), 
corrected for temperature and wind 
as described in (d) below, and mul- 
tiplied by 337.6 to obtain the cor- 
responding distance in meters. 
(b) Determining distances between mi- 
crophones. A second "shot point" is 
selected at one of the interior micro- 
phone positions. The microphone is 
disconnected and removed to a safe 
distance and connections made as in 
figure 56. A sound record is made of 
an explosive charge fired from with- 
in a meter or two of the microphone 
position by the same procedure as 
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Figure 58. Computations for a "shot in" base with TNT 
fired at "M," using DA AGO Form 6-i. 



when firing at the outpost position. 
Distances from the "shot point" to 
the other microphones are computed 
as in (a) above (fig. 58) . 

(c) Plotting. The positions of the micro- 
phones are plotted as illustrated by 
the example in (e) below. 

f^d) Weather corrections. The temper- 
ature correction for each time inter- 
val is determined by using the tem- 
perature correction chart in the 
normal manner (par. 115) . The wind 
corrector M^, which may be set up 
for any standard length of subbase, 
is used in the normal way (par. 115), 
except that each subbase marker is 
set at the estimated azimuth from a 
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microphone to the "shot point." 
When difficult terrain makes an es- 
timate of azimuth (to the nearest 
200 mils) difficult, it is measured 
from an uncorrected plot of the mi- 
crophone positions. The wind cor- 
rections are read from the corrector 
and multiplied by the ratio t/s, in 
which t is the measured time inter- 
val in seconds for the microphone 
in question, and s is the length in 
sound seconds of the subbase for 
which the corrector is set up. 
(e) Illustrative example. Microphone po- 
sitions were selected on the ground 
approximating a 3-second, five-mi- 
crophone sound base. TNT was fired 
at point A near the outpost position, 
and at the position of M3. Time read- 
ings for each detonation were re- 
corded (figs. 57 and 58). Time in- 
tervals were computed, and temper- 
atures and wind corrections were 
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Figure 59. Graphical construction of a "shot in" base. 
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applied as shown. The wind correc- 
tions were computed as follows: 
(The azimuth from each microphone 
to the sound source was estimated 
to the nearest 200 mils, and the wind 
corrector was set up for a 4-second 
subbase.) 



TNT FIRED AT A 



Micro- 
phone 


Estimated 
azimuth 
to TNT 


Readinff 
from 

connector 




Ratio 
t/a 


Wind 
correc- 
tion 


M, 


5600 


0.000 


X 


1.420 = 


0.000 


M, 


6000 


+ 0.032 


X 


1.010 = 


+ 0.032 


M> 


400 


+ 0.078 


X 


0.999 = 


+ 0.078 


M, 


800 


+0.085 


X 


1.421 = 


+ 0.121 


M, 


1000 


+0.083 


X 


1.940 = 


+0.161 



TNT FIRED AT M, 



M, 


4800 


—0.060 


X , 


1.428 , = 


—0.086 


M, 


4800 


—0.060 


X 


0.733 = 


—0.044 


M, 


1600 


+ 0.060 


X 


0.723 = 


+ 0.044 


M. 


1600 


+ 0.060 


X 


1.360 = 


+0.082 



Each corrected time interval was 
multiplied by. 337.6 to determine the 
distance from the "shot point" to 
the microphone; this distance was 
then recorded as shown in figures 
57 and 58. A line was drawn near 
the lower edge of the sound plotting 
chart to represent the line of the 
subbase M2 — (fig. 59). A point 
on this line was arbitrarily selected 
as the position of M3. A point on the 
line plotted to scale at the computed 
distance of 1,001 meters (fig. 58) 
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to the right of M-^ located M2. Point 
A was located by the intersection of 
arcs from M3 and M2 at radii of 
1,419 and 1,418 meters, respectively. 
Each remaining microphone was lo- 
cated by the intersection of arcs of 
radii equal to the computed dis- 
tances from Ms and point A. 
b. Connecting Survey. The connecting survey 
for a sound base is the survey performed to de- 
termine the orientation and position of the base 
relative to other installations on a common grid. 
In a hasty installation, survey control frequently 
is not completed until the internal survey of the 
base is improved. The azimuth of a hasty base 
usually is determined by means of a map or com- 
pass. The location of the base on the grid may be 
determined by resection, by inspection and short 
traverse from a known point, or by firing. 

e. Improving Survey of a Sound Base. Internal 
sui-vey performed by hasty methods is improved 
by using one or a combination of the precise meth- 
ods described in chapter 6. In the process of im- 
proving the survey, the base may be expanded as 
desired, and an irregular base may be converted 
to a regular base. The sound base is placed on the 
common grid by connecting the internal survey 
of the base to established survey control. 

1 05. SURVEY OF BASE BY PRECISE METHODS 

a. General. The microphone positions of a 
sound base will be located, whenever possible, by 
survey methods described in chapter 6. 
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b. Regular Base. The coordinates of a point 
on the sound base (usually a microphone position 
or the center of the base) and the azimuth of the 
base, from which the coordinates of each micro- 
phone position are computed, may be determined 
from a map or photomap. The microphones are 
then located on the ground at their computed po- 
sitions by survey. If survey control is available at 
a point on or near the base, the internal survey 
may start from this point. If survey control is 
not available, the internal survey is started from 
a convenient point assigned arbitrary coordinates. 
Conversion to common grid coordinates is .made 
as soon as possible. If suflScient survey control 
points exist in the vicinity of the sound base, a 
short traverse may be run to each microphone 




a. Short travtrset from survey control points. 




b. Traverse along line of o straigtit base. 




c Offsets from troverse along a road.. 

Figure 60. Methods of surveying sound bases. 
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position from the nearest control point (fig. 60) . 

c. Irregular Base. Microphone positions are 
selected by map inspection and reconnaissance. In 
an irregular base, selection of the final locations 
of microphones may precede the determination of 
their coordinates by survey. Microphones usually 
are located by traverse; on suitable terrain, how- 
ever, survey may be accomplished by triangu- 
lation or a combination of triangulation and tra- 
verse. 

106. COMPUTATION FOR SOUND BASE 

a. Regular Base. Data necessary to compute 
the coordinates of each microphone position of a 
regular base are length of subbase; number of 
microphones; radius of base, if curved; coordi- 
nates of one point on the base; and the azimuth 
of the base. Computations should be made inde- 
pendently by two computers to provide a check. 
Computers should construct a rough sketch, show- 
ing the orientation of the base relative to the grid 
with microphones properly numbered, as an aid 
in avoiding gross errors. DA AGO Form 6-2 is 
used for the computations (fig. 61). 

(1) Straight base. Ah example of the compu- 
tations for a 4-second, six-microphone 
straight base (azimuth 278° 15' 00" ; coor- 
dinates of M„ (284,044.00-182,385.60)) 
is shown in figure 61. The length of sub- 
base (Ma to Af* is tabulated in appendix 
VI, as 1350.4 meters. With the comple- 
tion of the computations indicated on 
the form, dE is determined as minus 
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1336.42 meters and dN as plus 193.77 
meters. Thus, in moving from Ms to M4, 
or from any microphone to the next 
higher-numbered microphone, the E co- 
ordinate is decreased by 1336.42 meters 
and the coordinate is increased by 
193.77 meters. Starting with the co- 
ordinates of M3 increments are added 
for each microphone Up to M^, as fol- 
lows : 





E 


N 




284,044.00 


182,385.60 




—1,336.42 


• -1-193.77 


Coordinates of 


282,707.58 


182,579.37 


Difference, Mi to Ms , 


—1,336.42 


+ 193.77 




, . . 281,371.16 


182,773.14 




—1,336.42 


+ 193.77 



Coordinates of M, 280,034.74 182,966.91 

In moving in the opposite direction, from to 
Ml, the same increments are applied with oppo- 
site signs. 

E • N 

Coordinates of M, 284,044.00 182,385.60 

Difference, M, to M, +1,336^42 —193.77 

Coordinates of M2 285,380.42 182,191.83 

Difference, M2 to M, +1,336.42 —193.77 

Coordinates of M. 286,716.84 181,998.06 

As a check, the difference between the E coordi- 
nates of Ml and Ms should be 5 times dE, and the 
difference between the N coordinates of Mi and 
Me should be 5 times dN. If the computation 
begins with the coordinates of the midpoint of 
the base, C3, the procedure is the same with the 
exception that the first increnient, from d to M4, 
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and from Cs to M3, is one-half that for the sub- 
base of 1350.4 meters. 

(2) Curved base. Since each subbase of a 
curved base has a different azimuth, 
the increments dE and dN must be com- 
puted for each subbase. The offset angle 
is the difference in azimuth between any 
two adjacent subbases. This angle, when 
added to the azimuth of any subbase, 
gives the azimuth of the next higher- 
numbered subbase ; when subtracted, the 
result is the azimuth of the next lower- 
numbered subbase. For a 5-second curved 
base with a radius of 30 seconds, appen- 
dix X lists the offset angle B as 9° 31' 
38". If the azimuth of the base (and 
of subbase M3 to M^) is 73° 14' 12", the 
azimuths of the other subbases are com- 
puted as follows : 



Azimuth M3 to 




73° 


14' 12" 


+ B 




+ 9° 


31' 38" 


Azimuth to Afs 




82° 


45' 50" 


+ B 




+ 9° 


31' 38" 


Azimuth Ms to Me 




92° 


17' 28" 


Azimuth M3 to 




73" 


14' 12" 


-B 




-9° 


31' 38" 


Azimuth to M3 




63° 42' 34" 


- B 




-9° 


31' 38" 


Azimuth Af, to M2 




54° 


10' 56" 



As a check, the azimuth of subbase 
Ml to M2 plus 4 times B equals the 
azimuth of subbase Ms to Me. Compu- 
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tations for this base are shown in figure 
62. The coordinates of M3 are given as 
(277,740.50 — 192,713.20). Appendix X, 
lists the length of the 5-second subbase 
as 1687.99 meters. Note that in progress- 
ing from Ms to M^, as shown in the first 
three computing forms of figure 62, the 
azimuths used are as computed above. 
The azimuth used in proceeding from 
Afa to M2 (from the higher-numbered 
microphone) is the back azimuth of 
M2 to M3. Similarly, the azimuth from 
M2 to Ml is the back azimuth of that 
shown above for Mi to M2 (fig. 62). A 
check on the computations is also shown 
in figure 62. Starting with the computed 
coordinates of Mj, and the distance and 
azimuth to Ms, the coordinates of Me 
are computed. The distance from Mi to 
Ms (length of the long chord L) is listed 
in appendix X. 
h. Irregular Base. The coordinates of the mi- 
crophones of an irregular base are computed as 
the stations in a traverse. 

107. INSTALLING WIRE 

a. Complete sound ranging wire installations 
consist of a circuit from each microphone and 
each outpost to the sound recording set. For early 
effective operation of the base, one outpost cir- 
cuit should be completed by the time four micro- 
phones are connected. 

b. The technique of field wire installation is 
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discussed in FM 24-20. In laying microphone 
lines, care must be exercised to avoid damaging 
wire insulation. Splices must be made cariefuUy 
to avoid excessive line resistance, and they must 
be well insulated to prevent excessive leakage 
or possible shorts. Lines which would operate 
satisfactorily as telephone circuits may be in- 
operative as microphone lines. The latter usually 
operate at a potential of 90 to 135 volts; hence, 
their efficiency is seriously impaired by low- 
insulation resistance. Leaking lines cause induced 
sound breaks on the traces; this multiplicity of 
breaks from one sound source destroys the arri- 
val pattern and makes interpretation difficult. 

c. Microphone lines are normally laid from 
the sound ranging central to the microphone po- 
sitions. The approximate microphone locations 
of a regular base frequently can be spotted by 
a wire laying party before the survey party lo- 
cates their exact positions. Appendix VI, lists the 
lengths of standard subbases expressed in miles 
to facilitate use of odometers by the wire parties 
in spotting microphone positions. Upon reaching 
the approximate microphone position, sufficient 
slack must be provided to allow enough line to 
move the microphone from its spotted position 
to its surveyed position. The microphone is in- 
stalled after the survey has been completed. 

108. INSTALLING MICROPHONES 

a. Procedure. Microphones are serviced by 

sound ranging personnel, but they may be in- 
stalled by communication personnel. Upon arrival 
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of a wire laying vehicle at a microphone position, 
the wire is cut, tied in, and tested. Sufficient slack 
is coiled at the position. A microphone is then 
connected to the line and tested. If the line and 
microphone are both found to be operative, one 
wireman is left with a telephone and the neces- 
sary equipment to complete the installation; the 
wire party goes on laying other wire circuits. 

b. Emplacing Microphones. The microphone 
should be installed so as to be shielded as much 
as possible from the direct effects of wind and 
other disturbances. A microphone may be sus- 
pended from a microphone shelter on the springs 
provided or by other appropriate means (fig. 63). 
The standard shelter is a flat canvas cover on a 
metal frame from which the microphone is sus- 
pended in a hole in the ground, as shown in 
figure a, 63, or, if the character of the ground 
is such that a hole cannot be dug, a support as 
shown in figure b, 68 may be built of stones, 
earth, brush, or similar material. Where terrain 
does not permit emplacement as indicated in 
either figure a, 63 or b, 63, the microphone may 
be suspended from a tripod (fig. 64). Regardless 
of the method of emplacement, the microphone 
must be sheltered from the wind. 

c. Connecting Telephone to Microphone Circuit. 
A telephone may be connected to any microphone 
circuit as may be required for communication with 
the sound ranging central. It must be discon- 
nected when the microphone is being tested since 
the microphone is inoperative when the telephone 
is connected unless the connection is made through 
an outpost connecting box or other capacitor unit. 



179 




a. NORMAL INSTALLATION 



MICROPHONE 
SHELTER 

/ 




b. ROCKY GROUND INSTALLATION 

Figure 63. Emplacement of a microphone. 

Telephones must not be connected to a micro- 
phone circuit when sound ranging is in progress. 

d. Avoiding Shocks. When the circuit test key 
on the sound recording set is in other than the 
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Figure 6U. Improvised microphone shelter. 



normal position, a high potential is applied to 
the microphone line. To avoid shocking the wire- 
man, the key is left in the normal position until 
the wireman calls for a microphone test. It is 
then moved to the circuit test position after the 
wireman has had time to disconnect his telephone ; 
it is left in that position for a short, prearranged 
period of time only. 

e. Two Microphones On One Line. In an emer- 
gency, two microphones may be temporarily con- 
nected to a single microphone circuit. The first 
microphone is connected in the normal manner. 
When the second microphone is connected, a po- 
larity test must be made at the sound recording 
set. If this test indicates that the polarity of the 
second microphone is reversed, the leads at the 
microphone must be changed. 

/. Emplacing Microphones after Resurvey. The 
position of a microphone will not be changed with- 
out notifying the sound ranging central. It is 
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preferable that all necessary shifting of micro- 
phone positions be made simultaneously to avoid 
as much as possible the interruption of sound 
ranging. If long moves are necessary, it is pos- 
sible to install microphones at the new position 
and lay wire lines from them back to the old 
position. This permits the change-over to be made 
with a minimum loss of time; the lines from the 
microphones at the old position are disconnected 
and spliced into the new lines. 

1 09. RADIO SOUND DATA TRANSMISSION 
SYSTEMS 

a. General. It may be desirable to install a 
sound base in which some or all of the wire 
circuits are replaced by a radio sound data trans- 
mission system. . 

b. Employment. The radio sound data trans- 
mission system may serve as a means of com- 
munication. Under adverse conditions of weather 
or terrain, the installation of wire circuits may 
"be delayed, or it may be impossible to install 
them. Also, sustained artillery fire or the oper- 
ation of mechanized vehicles in the area may 
make maintenance of wire circuits difficult, if 
not impossible. Under such conditions, the sys- 
tem may provide communication between micro- 
phones and sound central, thereby permitting 
operation of a sound base which would otherwise 
be useless. The radio sound data transmission 
system facilitates, rapid occupation of position 
and displacement. 



182 




Figure 10. Type organization of a radar position (camou- 
flage omitted). 

d. Observation Posts. Observation posts are 
dug in and protected by overhead cover and 
camouflage to the greatest extent possible in the 
time available. Typical observation posts, both 
hasty and prepared, are shown in figure 11. The 
assistant observer or the recorder acts as a sentry 
at each observation post. Defense measures are 
primarily passive measures such as concealment, 
camouflage, and digging in. The observation post 
is of little or no value if the enemy discovers it. 
Extreme care must be taken to keep it hidden. 
Only as a last resort will the personnel engage in 
active defense with small arms fire. Vehicles and 
radio are kept well away from the observation 
post. They must be concealed, camouflaged, and 
defiladed. 
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c. Installations. The number of microphones 
operated on the radio system depends upon the 
situation. It will usually be possible to lay at least 
one wire circuit to the microphone nearest the 
sound ranging central while radio communica- 
tion is being established to the other microphones. 

1 10. ORGANIZATION OF SOUND 
RANGING CENTRAL 

The sound recording set (fig. 65) and the sound 
ranging plotting board (fig. 66) should be located 
near each other to permit the recorders and 
plotters to work together. In setting up the 
sound recording equipment, communication cir- 
cuits should be connected and tested promptly. 
Sound plotting equipment is prepared for oper- 
ation, and the sound ranging central is organized 
in the most expeditious manner consistent with 
the time available. In rapidly moving situations, 
the sound recording set may be installed in a 
small vehicle, trailer, or van. 

Section IV. OPERATIONS 

111. OPERATIONS OF OUTPOST OBSERVERS 

In a rapid installation, the outpost observer 
may lay his own wire circuit from the recording 
set to his outpost position. If the base is to be 
"shot in," he must detonate an explosive at a 
point near the outpost, as described in para- 
graph 104. Immediately upon arrival at the out- 
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post position, the observer installs his equipment. 
He should be provided with a map and compass. 
He listens for the sounds of guns or shell bursts 
to be recorded, starts the sound recording set, 
and stops it when directed to do so by the sound 
recorder. He reports to the sound ranging central 
the apparent azimuth to, the estimated range to, 
and the suspected caliber of, specific enemy guns 
or batteries. He also reports the number, dis- 
tribution, and activity of enemy guns in the 
general target area. He reports all other activity 
he observes. The outpost observer must be care- 
fully trained and must have extensive experience. 
The effectiveness of sound ranging is directly 
proportional to his ability. 

112. RECORDING 

a. General. The technique of operating and 
maintaining the sound recording equipment is 
described in TM 11-2568. 

b. Sound Ranging Adjustment. To record the 
shell bursts in a sound ranging adjustment, the 
sound recording set should be started by the 
operator, not by the outpost observer. To reduce 
wastage of recording paper, allowance should be 
made for the time of "flight of the projectile and 
the estimated time of travel of the sound from 
the point of burst to the nearest microphone. 

113. RECORDS 

a. General. Records are obtained by recording 
sound arrivals either electrically (dry process) 
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Figure 66. Sound ranging plotting board. 
or photographically on a paper tape, at a rate 
of approximately 6 inches per second (fig. 67). 
6. Galvanometer Traces. 

(1) A number of horizontal lines are traced 
on the record — one corresponding to each 
microphone installed. Normally, the up- 
per line is traced by the galvanometer 
connected to microphone number 1, the 
second by that connected to microphone 
number 2, et cetera. 

(2) When no sound or wind strikes a micro- 
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phone, the corresponding galvanometer 
trace is recorded as a straight line. Wind 
causes the line to waver from its normal 
position in an irregular manner (fig. 68) . 
When the sound of a gun reaches a 
microphone, an electric impulse is com- 
municated to a galvanometer producing 
a wavy line or break (fig. 67). The point 
at which the trace first departs from its 
straight line part, or zero line, is the 
initiM break. With sound ranging equip- 
ment now in use, the initial break is 
always downward for a sound, begin- 
ning with a compressional wave, pro- 
duced by a gun or bursting shell. The 
low and high points on the trace are 
termed respectively valleys and peaks. 
The total elapsed time from the initial 
break until the trace has made one ex- 
cursion downward and back and one 
excursion upward and back to the zero 
line (one cycle of oscillation) is the 
period of the sound wave. The configu- 
ration on the record of the breaks pro- 
duced on the several traces by one sound 
wave, as it arrives in turn at the various 
microphones, is the pattern of arrivals. 
The pattern may be made more apparent 
if a smooth curve, connecting the initial 
breaks, is drawn on the record. 
c. Dry Recording Process. A sound recording 
set which utilizes a dry recording process is 
shown in figure 65. Galvanometer traces are re- 
corded on the record (fig. 67) by electric styli. 
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DRY PROCESS 
Figure 67. Sound ranging record. 




INITIAL BREAK, FIRST CHOICE, READ WHENEVER POSSIBLE. 
ZERO LINE, SECOND CHOICE, READ WHEN INITIAL BREAK IS OBSCURED 
ON ONE OR MORE STRINGS 

FIRST VALLEY, THIRD CHOICE, READ WHEN INITIAL BREAK AND ZERO LINE 
ARE OBSCURED ON ONE OR MORE STRINGS. • 

FIRST PEAK, FOURTH CHOICE, READ WHEN NO'S l,Z,a3 ARE OBSCURED 
ON ONE OR MORE STRINGS. 

Figure 68. Reading indistinct breaks. 

Time scales are recorded by two additional styli 
and a timing stamp. A row of dots, at intervals 
of 0.010 second, is marked near and parallel to 
the lower edge of the strip. Just above and syn- 
chronized with the row of 0.010-second dots is 
a similar row of dots at 0.100-second intervals. 
The timing stamp, which is synchronized with 
the 0.100-second stylus, prints consecutive num- 
bers at 1-second intervals above the time dots. 
Since no identification data are recorded, a serial 
number and the time the record was made, along 
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with, any additional identification data and any 
information reported by the outpost observer, 
should be noted on the back of the record. 

1 14. RECORD READING 

a. Procedure. Selection of the desired pattern 
of breaks is the first step in reading a record. 
If there is only one pattern, this is a simple oper- 
ation. When there are several patterns, which 
is frequently the case in combat, the reader must 
have a mental picture of the desired pattern in 
order to isolate it from the others. The record 
should be laid out carefully on a table or flat 
surface, with the end first emerging from the 
recording set to the left. With the time scale as 
a basis, the reader determines the time of the 
initial break for each trace with the aid of a 
special plastic record reader (dry recording proc- 
ess). Whole seconds, tenths, and hundredths are 
read directly, and thousandths are estimated by 
interpolating between the dots or lines. Thus in 
figure 67, the times are read as follows : 





3.070 


M, 


2.000 


M, 


1.450 


M, 


1.460 


M, 


2.030 


Me 


3.130 



6. Indistinct Breaks. 

(1) It is preferable to read each trace at 
the initial break when it can be identi- 
fied. In. some cases, the trace may break 
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so gradually from the zero line that the 
initial break is difficult to determine. 
This condition is aggravated if wind 
interference or other disturbances are 
superimposed on the trace. 
(2) When it is impossible to locate the initial 
break accurately, other points along the 
ti"ace may be read provided that the cor- 
responding points on all breaks of the 
pattern are read (fig. 68) . 
. Typical Patterns. 

(1) An experienced reader associates the 
location of a sound source, in relation 
to the base, with a corresponding pat- 
tern of breaks produced on the record. 
Several typical patterns for a regular 
straight sound base and the correspond- 
ing locations of the sound source are 
shown in figure 69. For each pattern, 
a smooth curve can be drawn coQnect- 
ing the initial breaks. In each case, the 
curve is concave to the right. It is sym- 
metrical if the sound source is to the 
direct front, skewed in one direction 
with its lower branch elongated when the 
sound source is to the right front, and 
skewed in the other direction with its 
upper branch elongated if it is to the 
left front. The over-all length of the 
pattern decreases as the range increases. 

(2) When informed by the outpost observer 
of the approximate location of the sound 
source, the reader visualizes the pattern 
that should be obtained. This frequently 



enables him to pick out the correct pat- 
tern although there are other patterns 
present on the record. 
(3) Patterns for a curved base, shown in 
figure 70, are generally shorter than for 
a straight base, making it easier for the 
reader to perceive the entire pattern at 
a glance and to visualize the curve con- 
necting the initial breaks. At distances 
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Figure 69. Typical patterns (not actual records) on a 
straight base for various locations of the sound source. 
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Figure 70. Typical patterns (not actual records) on 
curved hose for various locations of the sound source. 



beyond the center of curvature of the 
base, the. pattern becomes concave to the 
left. Such a pattern is not possible for 
a straight base. 
d. Ballistic Waves. A projectile passing through 
the air at a velocity greater than the velocity of 
sound generates a sound known as a ballistic 
wave. This sound may easily be mistaken for 
the muzzle wave of a gun or other explosion. 
To the ear it often sounds louder and sharper 
than that of the gun firing the projectile. One 
ballistic wave may be formed by the projectile 
on the ascending branch of the trajectory, and 
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still another on the descending branch. The bal- 
listic wave which originates at the. muzzle end 
of the trajectory is slightly elevated and' appears 
to be a listener to come from the level of the 
top of the distant tree-line; whereas, the muzzle 
wave comes in at an apparent zero elevation. 
The ballistic wave on the impact end of the tra- 
jectory appears to a listener to come from a 
high elevation or overhead. Breaks produced on 
records by ballistic waves should not be mis- 
taken for those produced by guns or bursting 
shells. Sound plotting methods assume that the 
sound originates at a fixed source. This is not 
the case for a ballistic wave. The ballistic wave 
striking one microphone may originate at one 
point on the trajectory, while that striking an- 
other microphone may have originated at another 
point. If an attempt is made to plot the sound 
source by the usual methods, the rays of the plot 
may be widely dispersed or they may converge 
to a reasonably small polygon of error. The re- 
sulting plot will be misleading. Since the sound 
originates in a moving source on the trajectory, 
it does not give the location of the gun. The se- 
quence of arrival of the ballistic wave, sound of 
the shell burst, and gun wave at any one point 
varies with local conditions, 
e. Characteristic Breaks. 

(1) General. As the air enters the micro- 
phone, the trace moves downward, and 
as the air is expelled, it moves upward. 
Distinction between a ballistic wave and 
a gun wave is based upon the amplitude 
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and frequency of variations in the wave 
trace as shown on the sound record. 
Estimation of gun caliber is also based 
upon variations in wave amplitude and 
frequency. The accuracy of the interpre- 
tation is dependent in part upon the 
fidelity with which the trace follows 
sound pressure variations at the micro- 
phone. 

(2) Ballistic waves. Recording equipment 
which is sufficiently sensitive to the 
higher frequencies may record a bal- 
listic wave, as shown by the first break 
in the third (upper) trace in figure 71, 
so that it can readily be distinguished 
from a gun wave. Equipment less sensi- 
tive to higher frequencies may record 
the same sound, as shown in the first 
break in the fifth (lower) trace in figure 
71, so that the trace may be mistaken 
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Figure 71. Ballistic and gun waves. 

for that of a gun wave. Experience with 
a particular sound ranging set will de- 
termine into which class the wave falls. 
The relative amplitudes of recorded gun 
and ballistic waves do not agree with 



their relative loudness as heard by an 
observer and may be misleading to a 
reader. A ballistic wave may sound much 
louder than a gun wave, yet be recorded 
on the record with lower amplitude. 
(3) Caliber determination. The period (fig. 
67) of a gun wave is a function of the 
caliber of the gun. A measurement of 
the recorded period is an aid in estimat- 
ing the caliber. Only smooth, typical gun 
waves with no obvious distortion should 
be used for this purpose. Results will be 
reasonably accurate only if the record- 
ing equipment is capable of following 
faithfully the sound pressure variations. 
(Note the breaks in fig. 71.) The re- 
corded period will not be the same for 
all guns of the same caliber but will 
vary with the design characteristics of 
the gun, such as its tube length and 
powder charge, and with the weather 
and the distance to the gun from the 
sound base. Data should be accumulated 
for modern guns likely to be encountered 
in combat. Specific weapons cannot be 
identified positively by this method un- 
less there are other indications as to 
weapon type or unless only a few types 
are in use on a given front. However, 
guns can be classified as light, medium, 
or heavy. 
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1 15. TIME INTERVAL DETERMINATION 
AND PROCESSING 

a. General. Sound ranging plotting requires 
the determination of differences in time of ar- 
rival of the sound wave at successive pairs of 
microphones (par. 96/). All calculations pertain- 
ing to the time differences, or intervals, are made 
on the sound plotting record. This record is a 
form providing spaces for data descriptive of 
the sound base, meteorological data, computations 
of initial and final time intervals, coordinates of 
the sound source, and allied information. Figure 
72 shows the sound plotting record with complete 
entries thereon; it should be referred to as the 
reader studies this paragraph. For special meth- 
ods of processing time intervals see paragraph 
117. 

SOUND PLOTTING RECORD 
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Figure 7Z. Time interval computations -using DA AGO 
Form 6-i. 
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b. Initial Time Intervals. Arrival times of the 
sound wave at each microphone along the sound 
base are determined as described in paragraph 
114. The sound plotting record indicates the pro- 
cedure by which the time intervals are found. 
A time interval is plus ( + ) when the lower- 
numbered microphone of a particular pair re- 
ceives the sound wave first, minus ( — ) when 
the lower-numbered microphone receives the wave 
last. The proper sign of the interval is deter- 
mined automatically by the manner in which 
arrival times are entered on the plotting record 
for calculations. 

c. Weather Corrections. 

( 1 ) General. Nonstandard meteorological con- 
ditions affect the speed and direction of 
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Figure'73: Reporting weather data for sound ranging 
using DA AGO Form 11-211. 
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the propagation of sound waves. Hence, 
initial time intervals must be corrected 
according to the effective values of tem- 
perature and wind reported by the me- 
teorological section on the form for re- 
porting weather data for sound ranging, 
DA AGO Form 11-211 (fig. 73). For a 
more detailed discussion, see TM 20-240. 

(2) Temperature. Temperature correction is 
computed on a temperature correction 
chart (app. VIII). One chart suffices for 
all subbase lengths. The chart is entered 
with the initial time interval and effec- 
tive temperature. The correction is found 
by prolonging a straight line from the 
time interval scale through the tem- 
perature scale to the correction scale. 
Should a time interval greater than 
3.000 seconds be encountered, the cor- 
rection is twice that for half the inter- 
val. The correction takes a sign accord- 
ing to instructions on the chart. Each 
initial time interval .requires a correc- 
tion. 

(3) Wind. 

(a) General. The wind correction may be 
determined by registration or by the 
use of the wind corrector Ml or 
wind charts. The wind corrector and 
wind charts are based on the equation 

ws cos / 

dt = where dt is the correc- 

V 



tion, w is the speed of the wind, s is 
the subbase length, / is the angle be- 
tween subbase direction and wind di- 
rection, and V is the speed of sound 
at 50°F. Wind corrections for a 
straight, regular base, except when 
determined by registration, are the 
same for all subbases. In other cases, 
a correction is determined for each 
subbase. The same set of corrections 
is used for all sound sources and need 
not be redetermined until new weather 
data are obtained. 

Wind corrector Ml. The wind arm of 
the wind corrector Ml (fig. 74) car- 
ries a strip with four scales engraved 
on it, one along each edge — ^front and 
back. The scales are graduated for 
4.0-, 4.5-, 5.0-, and 5.5-second sub- 
bases. The strip is attached to the 
wind arm so that the desired scale 
is along the edge passing through the 
pivot. The wind arm is set at the re- 
ported wind azimuth in degrees (on 
the outer azimuth scale) or mils (on 
the inner azimuth scale). The five 
subbase markers are moved around 
the azimuth scales to mark the back- 
azimuth of each subbase. Only one 
marker is required for a straight base. 
The central disk is rotated to line up 
the arrow on it with the marker for 
the first subbase. Opposite the value 
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Figure 74. Wind Corrector, Ml. 



of wind velocity on the wind arm 
scale, the wind correction is read from 
the parallel lines on the central disk. 
The sign is indicated on the disk. Cor- 
rections for other subbases of differ- 
ent azimuths, are found in the same 
manner. 

(c) Wind correction charts. The wind cor- 
rections for standard subbase lengths 
may be determined from the appro- 
priate chart. For examples of wind 
correction charts, see appendix VIII. 
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The wind correction chart for all sub- 
bases permits wind corrections to be 
determined for subbases of nonstand- 
ard len^hs. The corrections are ob- 
tained from these charts by following 
the mechanics described for determi- 
nation of the temperature correction; 
the proper chart is entered with wind 
speed and wind angle (difference be- 
tween subbase and wind azimuths). 
The sign of the correction is such 
as to move the sound source upwind. 

d. Weather-Corrected Time Intervals. Temper- 
ature and wind corrections are added algebraical- 
ly to initial time intervals to obtain weather- 
corrected time intervals. 

e. Curvature Correction. 

(1) General. The method of plotting, de- 
scribed in paragraph 96/, is not mathe- 
matically exact. The resulting dis- 
crepancy is compensated for by the 
application of a curvature correction. 
This correction is applied to the weather- 
corrected time intervals to obtain final 
time intervals. 

(2) Rough plot. Curvature corrections are 
based in part on approximate distances 
from subbase midpoints to the sound 
source. Distances may be determined 
from a rough plot of the sound source. 

. The mechanics of making the rough plot 
with the fan are described in paragraph 
116a, .&, land c. Weather-corrected time 
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intervals are used. 
(3) Determining the Curvature Correction. 
The approximate distance from each 
subbase midpoint to the sound source 
is scaled to the nearest 100 yards from 
the rough plot. This plot may be made 
on a separate board at a reduced scale 
and without a grid. The curvature cor- 
rection chart for the proper length sub- 
base is used. For an example of a stand- 
ard length subbase chart, see appendix 
VIII — ^figure 151. The proper chart is 
entered with the time interval and dis- 
tance. The mechanics of finding the cor- 
rection follow those described for the 
temperature correction. The sign is al- 
ways the same as that of the weather- 
corrected time interval. A curvature cor- 
rection must be found for each weather- 
corrected time interval. 
/. Final Time Intervals. Curvature corrections 
are added algebraically to weather-corrected time 
intervals to obtain final time intervals. 

g. Mean Intervals for Several Records. If sev- 
eral records are obtained for one enemy gun or 
from the guns of a closely grouped battery, it is 
not necessary to complete the plotting record for 
each sound record. The corresponding initial time 
intervals for the several records should be com- 
pared to ascertain that all agree within a few 
thousandths of a second, and then averaged to 
obtain a set of mean time intervals. Corrections 
are applied to these averaged time intervals, and 
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a corrected plot of the mean location is made. 

1 16. METHODS OF PLOHING 

a. General. Sound plots may be made on grid 
sheets, maps, photomaps, photos, and the Ml 
sound plotting board. Because of the relative accu- 
racies of present equipment, it is customary to 
make rough plots with plotting fans, and 
final plots on the Ml board. Relative locations 
ih below) may be made with sufficient accuracy 
with plotting fans. Final plots must, of course, 
be made on the grid system in use by supported 
artillery. 

h. Regular Base Fan. A transparent fan (fig. 
75) may be employed for plotting when the base 
is regular. Such a fan is constructed for a par- 
ticular length subbase; fans are presently issued 
for subbases of 2 and 4 seconds. To prepare the 
board for plotting, the midpoints of the subbases 
are plotted near the lower edge of the board to 
the scale at which it is desired to plot sound 
locations. When plotting on a map or air photo, 
the scale of the map or photo is used. A segment 
of the reference line is drawn to fall under the 
time scales of the fan for each subbase. Each 
reference line is marked with a prominent arrow- 
head. A map pin is inserted at each midpoint. 
The fan is centered on the map pin at the first 
midpoint. The value of the first time interval 
found on the time scale of the fan, is set over the 
first reference line, and a ray is drawn along the 
appropriate edge of the fan. If is positive ( + ) , 

9W97«— SI— 14 
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Figure 75. Regular base plotting fan. 



it is set on the upper time scale; if ti is nega- 
tive ( — ) , it is set on the lower time scale. Other 
time intervals are plotted from their respective 
midpoints in the same manner. Small holes drilled 
through the fan constitute a template for plotting 
the locations of midpoints of a straight base at 
the scale for which the fan is designed. Similar 
holes below the time scales mark the correspond- 
ing positions for reference lines. 
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Figure 76. Irregular base plotting fan. 
Irregular Base Fan. 

(1) General. The irregular base fan is de- 
signed to plot for any length of sub- 
base. Figure 76 illustrates a fan with 
both irregular base scales and 2-second 
base time scales. In preparing the plot- 
ting board, the midpoints are plotted 
and a reference line is drawn for each 
subbase. An index mark is constructed 
at right angles to each reference line, 
a subbase length distant from the mid- 
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point of the jsubbase, as measured by the 
subbase scale along the left edge of the 
fan. This scale is independent of the scale 
of the sound plot. The intersection of 
each reference line and the appropriate 
index is marked by a prominent arrow- 
head. A map pin is inserted at each mid- 
point. The fan is used face up for posi- 
tive time intervals, and face down for 
negative time intervals. The fan is cen- 
tered on the map pin at each midpoint 
in turn and rotated until the index mark 
lies under the computed time interval 
as read from the scale on the parallel 
time lines. A ray is then drawn along 
the edge of the fan which is parallel to 
the time lines. 
(2) Automatic temperature correction. A 
temperature correction may be applied 
automatically to each ray by shifting 
the position of the index marks. The 
length of each subbase is multiplied by 
337.6/ Fa,, in which Vx is the velocity of 
sound at the existing effective air tem- 
perature (app. IX). The index marks 
are located on the basis of these modi- 
fied subbase lengths. 
d. Range-Deflection Fan. Plots for any type 
sound base may be made by solving the equa- 
tion t/s = sin D to determine the angle D cor- 
responding to each recorded time interval, and 
plotting the angle with a range-deflection fan. 
The equation may be solved with the military 
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slide rule. 

e. Improvised Plotting Board. Time scales sim- 
ilar to those on the sound plotting fan may be 
drawn on the surface of the plotting board (fig. 
77). The positions of the midpoints are plotted 
and a separate scale drawn for each subbase, the 
zero point of which is on the perpendicular bi- 
sector of the subbase, positive values to the right 
and negative values to the left. All are constructed 
concentric about C3. In plotting, a ray is drawn 
from each midpoint to the point on the time 
interval scale corresponding to the time interval 
for the corresponding subbase. Each ray may be 
materialized by a thread or gut stretched across 
the board, attached to the midpoint, and affixed 
at the proper point on the time scale, usually by 
means of a small weight. Applications of this 
type plotting board are limited. A plotting board 
constructed for a standard curved base or for 
an irregular base can be used only for the par- 
ticular base for which constructed. A plotting 
board constructed for a standard straight base 
may be used for other length subbases, but the 
scale of plotting must be varied to correspond and 
a factor appliod to each time interval (par. 123) . 
For examp'a, a board designed for 1/50,000 plot- 
ting for 4 r;econd subbases may be used for 
1/25,000 plotting for 2-second subbases providing 
each time interval is multiplied by 2 to adapt it 
to the 4-second time scales. Reference lines cannot 
be adjusted on this type plotting board and the 
polygon of error must be reduced by application 
of a constant time interval correction for each 
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Figure 77. Improvised plotting board. 

subbase. 

/. Mechanical Plotting Board. 

(1) General. The operation and care of the 
mechanical sound ranging plotting board 
(fig. 66) is described in TM 9-575. This 
board provides an accurate means of 
plotting. It can be used for any of the 
standard curved bases or for 4.0-, 4.5-, 
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Figure 78. Constructing grid on plotting board. 



5.0-, and 5.5-second, straight bases at 
a scale of 1/20,000. Plotting can also 
be performed for the same straight bases 
at a scale of 1/40,000. Other lengths of 
subbase may be used if the scale of plot- 
ting is changed accordingly and the 
proper factor . applied to? each time in- 
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terval (par. 123). 
(2) Construction of grid on plotting board. 
When time permits, a grid is constructed 
directly on the plotting surface of the 
board. One method is described in TM 
9-575. The following method (fig. 78) 
is more rapid, 
(a) Compute the angle between the refer- 
ence line of subbase MiMi and a grid 
line direction ( (3) (a) below) . For a 
curved base, the dii-ection selected 
should be that which is nearest the 
reference line of the center subbase. 
The plotting arm is set at the com- 
puted angle and a long ray drawn 
from Ci. The same procedure is fol- 
lowed for the subbase on the opposite 
flank. 

(6) Select a grid line perpendicular to 
the rays drawn, at a convenient dis- 
tance in front of the base. From the 
coordinates of the midpoints, com- 
pute the distance from each of the 
two midpoints to the grid line. Mark 
off this distance on each ray, thus 
locating the grid line. Other parallel 
grid lines are laid off at 1,000-meter 
intervals. 

(c) Compute the distance from each of 
the two rays to the next grid line 
parallel to it. Scale off these distances 
to fix points through which the grid 
lines should pass, and draw the grid 



lines parallel to the original rays. 
Draw parallel lines of 1,000-meter in- 
tervals to complete the grid. 

(d) The grid must be inked if time per- 
mits. Inked grids are removable with 
alcohol. 

(e) As an illustrative example, a 4-second, 
straight base has an azimuth of 
278° 15'. The coordinates of Ci are 
(273,588.40-162,090.70) and the co- 
ordinates of Cs are (268,242.70- 
162,265.79). The azimuth of the base 
plus 90° is 368° 15' or 8° 15'. The 
grid line direction nearest this azi- 
muth is north, which is 8° 15' to the 
left. Rays are drawn from Ci and 
Cs 8° 15' left of the reference lines. 
A grid line perpendicular to the rays 
drawn, and in front of the base, is 
north of both midpoints. The 165,000 
grid line is selected. Comparison of 
this value with the N coordinates of 
Ci and Cs shows it to be 2909.3 meters 
north of Ci and 2134.21 meters north 
of Cb. These distances are measured 
along the corresponding rays from d 
and Cs. The 165,000 grid line is drawn 
through these points, and parallel grid 
lines are laid off at 1,000-meter inter- 
vals. The ray from Ci is at an E co- 
ordinate of 273,588.40 — 411.6 meters 
left of the 274,000 grid linef. This dis- 
tance is measured and marked. Simi- 
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larly, a distance of 242.70 meters is 
measured to the left of the ray from 
Cs to locate the position of grid line 
268,000. The distance between the two 
marks is measured to verify that the 
positions for grid lines 268,000 and 
274,000 are exactly 6,000 meters 
apart. These grid lines are drawn 
parallel to the two rays, and other 
parallel lines are drawn at 1,000- 
meter intervals to complete the grid. 

(3) Positioning map or grid sheet on plot- 
ting hoard. 
(a) When the positions of the midpoints 
on the plotting board are fixed, as is 
the case with the mechanical plotting 
board or the improvised plotting 
board, the scale of the grid must cor- 
respond to the scale at which the mid- 
points are spaced. The map or grid 
sheet may be correctly positioned on 
the board as follows : 
To the azimuth of a subbase (usually 
Ms or Ml add 90°. Determine the angle 
from the resulting azimuth to the 
nearest grid line direction. Set the 
plotting arm at the computed angle 
from the reference line of the subbase. 
On the mechanical plotting board this 
is done with the degree scale on the 
board. It is done on other boards with 
a range-deflection fan. On the map or 
grid sheet, a point is plotted a conve- 



nient distance from the midpoint, in 
the direction of the determined grid 
line. Draw a ray from this point paral- 
lel to the grid lines, toward the mid- 
point, and extend it in the opposite di- 
rection. Place the map or grid sheet 
under the plotting arm with the line 
along the edge of the arm and with 
the plotted point the correct distance 
from the midpoint. Affix the grid sheet 
to the board. 
(&) As an illustrative example, the azi- 
muth of a curved base is 201° 20'. The 
azimuth of the reference line from C3 
is 201° 20' plus 90°, or 291° 20'. The 
nearest grid line direction is 270°, or 
21° 20' less than the azimuth of the 
reference line. The plotting arm is 
set at 21° 20', through C, to the left 
of the reference line. The coordinates 
of C3 are (205,343.20 - 403,439.00). A 
point 5,000 meters west of Cs is se- 
lected, at coordinates (200,343.20 - 
403,439.00). It is plotted on the grid 
sheet, and an east-west line is drawn 
through it. The grid sheet is placed 
under the plotting arm with this line 
along the edge of the arm and with 
the plotted point 5,000 meters from 
the center point. 
g. Polygon of Error. 

(1) General. Even with accurate survey and 
complete curvature and weather correc- 
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tions, a point plot (all rays of the sound 
plot intersecting at the same point) is 
seldom obtained, principally because 
exact weather corrections cannot be 
made. The polygon bounded by the inter- 
secting rays is termed the polygon of 
error. 

(2) Interpretation. Although a point plot or 
a small polygon of error gives the im- 
pression of being an accurate location, 
that is not necessarily true. Survey er- 
rors or weather effects can displace the 
entire plot without appreciably enlarg- 
ing the polygon of error. Other factors 
as well as appearance should be consid- 
ered (par. 118c) before a point plot is 
accepted as an accurate location. The ap- 
plication of weather corrections fre- 
quently enlarges the polygon of error but 
improves its position. A large polygon of 
error, particularly with one or two rays 
widely divergent from the rest, may in- 
dicate an error due to a terrain obstruc- 
tion (large building or hill) or an error 
in record reading, computed time inter- 
vals, plotting, or survey. Certain of these 
errors produce characteristic plots which 
may indicate the source of error. If the 
affected microphone is on the flank, only 
the ray from the midpoint on that flank 
will be in error. If the microphone is an 
interior one, the two rays from the 
midpoints on either side will be in error 
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Figure 79. Effects of common errors on appearance of 

plots. 

in opposite directions. Plots similar to 
those described above result from an er- 
ror in reading a break' on the record, 
where only one ray is affected if the 
break on a flank microphone is read erro- 
neously (a, fig. 79), while an error in 
reading the break on an interior micro- 
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phone causes the two adjacent rays to be 
in error in opposite directions (b, fig. 79) . 
An error in plotting or computing time 
intervals affects only one ray (c, fig. 79). 
An error in survey causes distortion of 
plots similar in shape for all sound 
sources (d, fig. 79). Any radical change 
in the appearance of the polygon of error 
between successive plots in the same 
general area suggests the presence of 
errors or a large change in weather con- 
ditions. None of the above effects are 
evident in a plot of less than three rays. 
Two-ray plots are not reliable. 
(3) Evaluation of polygon of error. The poly- 
gon of error must be evaluated to deter- 
mine the probable location of the sound 
source. This is accomplished by inspec- 
tion unless the polygon is very large or 
time is available for a more careful eval- 
uation. When the polygon is not evalu- 
ated by inspection, either of the methods 
described below may be used. In each 
case, a unit weight is given to the inter- 
section of any two rays, which simplifies 
procedure but does not take into account 
relative strength of the intersection. 
• (a) By computation. If a grid has been 
placed on the sound plotting board, the 
coordinates of. the intersection of each 
pair of rays is read. There are three 
such intersections in a three-ray plot, 
. six in a four-ray plot, and ten in a 



five-ray plot. The E coordinates of all 
intersections are averaged to obtain 
the mean E coordinate, and the N co- 
ordinates of all intersections are aver- 




Figure 80. Graphical evaluation of the polygon of error. 



aged to obtain the mean N coordinate. 
(b) Graphical method. A graphical meth- 
od of locating the same point is illus- 
trated in figure 80. The intersection 
may be considered in any sequence, 
without varying results, but an order- 
ly seiquence simplifies the procedure. 

1. Three-ray plot. In a, figure 80, A, B, 

and C are the three intersections of 
a three-ray plot. L is the midpoint 
of AB. The mean of A, B, and C lies 
. on the line LC, one-third of the dis- 
tance LC from L. 

2. Four-ray plot. In h, figure 80, A, B, 
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C, D, E, and F are the six intersec- 
tions of a four-ray plot. L, M, and 
N are the midpoints of AB, CD, and 
EF, respectively. The mean of L, M, 
and N, which is also the mean of the 
six intersections, is found in the 
same way as the mean for the three- 
ray plot. 

S. Five-ray plot. The ten intersections 
are grouped into pairs (c, fig. 80) 
and the midpoint of each pair is lo- 
cated, as at L, M, N, O, and P. The 
mean, T, for four of these midpoints 
is found by locating R midway be- 
tween L and M, S midway between 
N and O, then T midway between R 
and S. The over-all mean for the 
plot lies on a line joining T and P, 
midpoint of the fifth pair, one-fifth 
of the distance TP from T. 

h. Relative Locations. 

(1) General. When the internal survey (par. 
104) is only approximate, when correc- 
tions are not applied, or when the chart 
location of the base is not accurately 
known, locations of sound sources are de- 
termined relative to other sound sources 
which have been plotted under identical 
weather conditions. In figure 81 the 
sound base has been surveyed by approx- 
imate methods. A, BP, and C are the true 
locations of the sound sources (which 
could not be plotted on the sound ranging 
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chart because their positions are un- 
known. A sound from A is recorded and 
plotted without corrections. The plotted 
location of A' is displaced from the true 
location of A due to weather effects and 
survey inaccuracies. Similarly, the plots 
of recorded sounds from BP and C are 
at BP' and C , respectively. Since A, BP, 
and C are in the same general area (with- 
in assumed standard transfer limits, 
FM 6-40), the factors which displaced 
A' from its correct position are approxi- 
mately the same as those which dis- 
placed BP' and C, and it may be assumed 
that all have been displaced approxi- 
mately the same distance and direction. 
If BP is a base point upon which artil- 
lery has registered and the approximate 
gun-target line is known, or if BP is the 
point of impact of a round fired at any 
known deflection and range, the shifts 
required to place fire on A or on C are 
measured from the sound plotting chart 
and reported as described in paragraph 
118. 

(2) Conditions required for accuracy. Rela- 
tive locations are accurate only if no ap- 
preciable change in weather conditions 
has occurred during the period in which 
sounds from the various sources were 
recorded. The accuracy increases with 
improvement in survey and as the dis- 
tance between sound sources decreases. 
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Figure 81. Relative locations. 

Thus, in figure 81, if C is too far from 
BP, the shift from BP' to C as scaled 
from the plot miay not be sufficiently ac- 
curate for effective transfer of fire. If 
adjusting rounds are fired at the esti- 
mated position of C, they may be suffi- 
ciently near C to permit an accurate 
sensing to be made. As rounds fall pro- 
gressively nearer to C, the accuracy of 
deviations as measured from the sound 



=220 



plot is progressively improved. In the 
limiting case, however inaccurate the 
survey, when a round is placed on C, no 
change having occurred in weather con- 
ditions, the record for the original plot 
at C should be identical with the record 
from the round placed on C, and the two 
plots should coincide. 

(3) When employed. Relative locations are 
used only when survey is performed by 
approximate methods. Weather and cur- 
vature corrections are normally omitted 
when relative locations only are made. 
In sound ranging adjustments, uncor- 
rected plots are made to speed up the ad- 
justment. If initial data have been de- 
termined from corrected plots, the tar- 

, get must be replotted without correc- 
tions. Relative locations can not be re- 
ported to the firing units in useful form 
until sound plots have been made on 
shell bursts fired by these units. 

(4) Adjusting reference lines. When relative 
locations are plotted, the reference lines 
(par.. 96/) may be adjusted to reduce the 
size of the polygon of error and to facili- 
tate evaluation of the polygons by in- 
spection. Adjustment of reference lines 
is not a correction for weather effects or 
inaccuracies of survey, nor does it move 
the position of the center of the plot ap- 
preciably. It must be verified that poly- 
gons of error are consistently of the same 
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Figure 82. Adjusting reference lines. 

approximate size and shape. A plot based 
on a single record, or on the average 
time intervals from several records ob- 
tained from the same sound source, is se- 
lected. The center, P, (fig. 82) of the 
polygon of error is determined by inspec- 
tion. The angle which was originally 
plotted from reference line OiC, to ob- 
tain one ray of the plot, is now plotted in 
the reverse direction from PCi to locate 
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a new reference line 0\Ci. In the same 
way, O2C2, O3C3, etc., are adjusted. As a 
check, the original set of time intervals 
from the new reference lines are replot- 
ted and should produce a point plot at P. 
Plots of other sounds in the vicinity of 
P should also afford point plots or small 
polygons of error. If the polygon opens 
up, a readjustment is made. Transfer of 
fire from one plotted point to another 
may be made only when the same refer- 
ence lines are used in plotting both 
points. If survey errors result in inac- 
curacies in certain elements of the sound 
base, it may be assumed that some rays 
of a plot are more accurate than others. 
In such cases, the position of point P, to 
be used as a basis for adjusting refer- 
ence lines, is determined by proper 
weighting of the various rays. If Mx, M2, 
and Ms are accurately located, while M^ 
and M5 are not, P is the intersection of 
the rays from Cx and Cj, in which case 
only reference lines O3C3 and O4C4 would 
be adjusted. 

(5) Forcing plots. When the true or approxi- 
mate location of a sound source in rela- 
tion to the base is known, regardless of 
the accuracy of the internal survey of 
the base, the reference lines may be ad- 
justed to obtain a point plot at the known 
location of the sound source. 

(6) Adjusting reference lines and forcing 
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Figure 8S. Forcing plots. 



plots with irregular base fan. To force 
a plot through a point P, when plotting 
with the irregular base fan, draw a line 
'from the first midpoint through P (fig. 
83) . Place a temporary index mark (c (1) 
above) on this line at the proper dis- 
tance from the midpoint as measured by 
the subbase scale. Eeverse the sign of 
the measured time interval for the first 
subbase, and draw a ray using this time 
interval and the temporary index mark. 
This ray is the adjusted reference line. 
Place an index mark on the adjusted 
reference line and erase the line through 
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Figure 84.. The special plotting fan. 

P. Repeat for each subbase. As a check, 
use the adjusted reference line and the 
same set of time intervals with the orig- 
inal signs to verify a point plot at P. 

117. SPECIAL METHODS FOR PROCESSING 
TIME INTERVALS 

a. General. Two methods for processing time 
intervals employing the automatic application of 
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weather corrections to initial time differences 
have been devised. The first method necessitates 
the use of a specially constructed plotting fan; 
the second makes use of mechanical calculators. 
Both methods utilize the principle that a time in- 
terval for any length subbase may be converted 
to the interval which would be obtained were the 
subbase 4 sound-seconds in length. 
b. Special Plottintg Fan (fig. 84) . 

(1) The special fan, an improvised item, is 
similar in appearance to the standard 
irregular base fan (fig. 76). However, 
the single outer time scale is constructed 
for 4-second subbases rather than 2-sec- 
ond subbases. The time lines are so 
spaced as to permit direct reading to the 
nearest hundredth of a second; colored 
time lines enable the plotter to determine 
time intervals rapidly. A temperature 
scale, graduated in °F., appears below 
the outer time scale. A short time scale 
having a maximum value of 0.3 second 
is placed below the zero end of the outer 
time scale for use as described below. 

(2) When using this fan, a preliminary plot- 
ting chart is set up as follows : 

(a) Center points for all common length 
subbases, regardless of actual length, 
are plotted 4 sound-seconds apart 
(1350.4 meters) at a scale of 1/25,000. 
The center points of noncommon length 
subbases must be plotted at propor- 
tional distances from the other center 
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points. For example, subbase number 
1 of a six-microphone, straight base 
is 1,500 meters long; the remaining 
subbases are 1,200 meters long. The 
1,200 meter subbase midpoints are 
plotted as described above. Micro- 
phone number 2 is plotted 675.2 
(1350.4 2) meters from midpoint 2. 
Midpoint 1 is then plotted 843.6 meters 
/ 1/ / 1,500 X 1350.4 \ \ from micro- 



phone 2. Reference lines are construct- 
ed for the center points. Each refer- 
ence line bears an index mark similar 
to that used with the standard 
irregular base fan. The special fan is 
centered on a midpoint and rotated 
until the current effective temper- 
ature, read on the temperature scale, 
lies over the reference line. The index 
mark is then the intersection of the 
reference line and the time line having 
the value — 

Subbase length in meters x 2. 
1000 

For example, the time line having the 
value 2.400 seconds is used for a 1200 
meter subbase. A beam compass facili- 
tates marking the index point, 
(b) The wind correction for a Ji-second 
subbase is determined in the usual 
manner. Its value, read on the outer 
time scale of the fan, is placed over 
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the reference line with due regard to 
sign. A portion of the ray adjacent to 
the index mark is drawn along the 
edge of the fan. With the index mark 
as a center, a semicircle is drawn tan- 
gent to the ray. Construction of the 
. semicircle for each reference line com- 
pletes preparation of the preliminary 
plotting chart. 

(3) The fan is now used in the same manner 
as the standard irregular base fan ex- 
cept that the fan is rotated about a par- 
ticular midpoint until the time line hav- 
ing the value of the corresponding 
uncorrected time interval lies tangent 
to the semicircle. The ray, and the re- 
sulting plot, have been automatically 
corrected for both temperature and wind. 
The time interval for each subbase is 
read on the outer scale of the fan and 
entered on the sound plotting record. 
Curvature corrections are determined 
either in the usual manner, or by the 
method described in d below, as though 
each subbase were 4 seconds in length. 
The final plot is made on a chart having 
midpoints plotted in their actual posi- 
tion ; final time intervals are set off with 
a fan or other device having a 4-second 
scale. 

(4) When a wind correction (i.e., the gra- 
phical correction on the plotting chart) 
exceeds in absolute value, and is opposite 



in sign to, the uncorrected time interval, 
the fan will not cover the reference line ; 
consequently, the outer scale of the fan 
cannot be used. When this condition 
exists, a segment of an additional refer- 
ence line is placed at an angle of 0.300 
seconds away from the established refer- 
ence line and on the same side as the 
semicircle representing the wind correc- 
tion. The position of this additional ref- 
erence line is determined by using the 
0.300-to 0-second time scale at the zero 
end of the outer scale. The short scale is 
then used to read weather-corrected time 
intervals; values read on the scale have 
a sign opposite to that of the uncorrected 
time interval. 
C. Calculator Method. 

(1) ' A straight regular base requires the use 

of the two calculators provided in the 
table of organization and equipment — 
one to process plus time intervals, the 
other to process minus time intervals. 
The requirements of other bases are dis- 
cussed below. 

(2) Before placing the machines in opera- 
tion, a "factor" and the wind correction 
must be found. The factor is the result 
of dividing the conversion number, found 
opposite the current effective temper- 
ature in the temperature-time conver- 
sion table (app. IV), by 1/1,000 of the 
subbase length in meters. The quotient 



229 



is taken to the nearest thousandth. The 
wind corriection is determined in the 
usual manner (except for a 4-second sub- 
base) regardless of the actual length of 
the subbases in use. 

(3) The calculators may now be prepared for 
use. The carriage is cleared, and the red 
indicators are moved to mark decimal 
points between columns 3 and 4 on the 
top row and 6 and 7 on the bottom row. 
(Columns are counted from the right.) 
Each carriage is moved to the extreme 
left position. The wind correction is 
placed on the keyboards by punching 
the proper numbered keys, taking into 
account the position of the decimal point. 
If the wind correction is plus, the oper- 
ating crank of the plus machine is turned 
forward and that of the minus machine 
is turned backward; the procedure is 
reversed for minus wind corrections. 
The upper rows of the carriages are 
again cleared. The factor, referred to in 
(2) above, is set and remains on each 
keyboard. Each key marked R (repeat) 
is punched, and the calculators are ready 
for operation. The settings change only 
when the wind and/or the temperature 
changes. 

(4) A given time interval is processed on the 
machine having the same sign. The pro- 
cess is accomplished merely by turning 
the operating crank forward until the 



initial time interval appears on the upper 
row of the carriage; the carriage must, 
of course, be shifted after the correct 
number in a particular column appears. 
The desired time interval, automatically 
corrected for temperature and wind and 
converted to a 4-second scale, may be 
read from the lower row of the carriage. 
Other time intervals are processed by 
turning the operating crank forward or 
backward until the initial times appear 
on the upper row of the carriage. The 
disposition of the time intervals is the 
same as that when the special fan is used 
(6(3) above). 

(5) A special case arises when the wind cor- 
rection is of opposite sign to, and greater 
in absolute value than, the initial time 
interval after the latter is converted to 
its 4-second equivalent. In such a case, 
the initial time interval is processed on 
the machine of opposite sign, by rotating 
the operating crank backwards until the 
initial time appears in red numbers on 
the upper row of the carriage. The 
weather-corrected time interval, con- 
verted to its 4-second equivalent, is read 
as before from the lower row of the 
carriage. 

(6) When the calculator method is used for 

a regular curved base, the wind correc- 
tion is not set on the machine and only 
one machine is used. The wind correc- 
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tions are determined using the azimuth 
of each subbase ; they are read from the 
4-second wind arm of the corrector (even 
though subbases are other than 4 sec- 
onds in length) and applied algebraically 
to the temperature-corrected time inter- 
val read from the machine. 

(7) When this method is applied to a base 
wherein the only irregularity is in the 
direction of one or two subbases, the cal- 
culators are operated as described above. 
In the case of any subbase off-line, a 
small additional wind correction can be 
determined easily and applied to the 
converted time interval ; the latter then 
includes the entire wind correction. 

(8) If the method is applied to a base having 
all but one of the subbases of common 
length, an additional calculator may be 

■ used to convert time, intervals from the 
noncommon length subbase to equivalent 
intervals from the common length sub- 
bases. . The intervals are then processed 
by the' plus or minus calculators, as 
above. For example, four subbases may 
be 1,200 meters long, and the fifth, 1,500 
meters long. A time interval of 2.500 
seconds from the 1,500 meter subbase 

• should be multiplied by 1,200/1,500 ; the 
resulting figure 2.000 is then, processed 
normally. 

d. Curvature Correction Fan. 

(1) The curvature correction fan, an impro- 




Figure 85r The curvature correction fan. 



vised item, (fig. 85), is a device for the 
rapid determination of curvature cor- 
rections on 4-second subbases. Instruc- 
tions for its use are printed on the fan. 
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The value of the correction is read from 
the fan according to the position of the 
plot within a particular correction sector 
of the fan. 

(2) In the calculator and special fan meth- 
ods, center points for common length 
subbases are to be plotted at a scale of 
1/25,000 as if they were 4 seconds in 
length. The resulting plot is not to true 
scale : distances from these center points 
have been converted to distances which' 
would exist for 4-second subbases. Thus, 
the curvature correction may be deter- 
mined using the 4-second curvature fan. 
This is convenient since only one cur- 
vature fan or chart is needed regardless 
of subbase length. 

(3) To determine the curvature correction 
for a subbase whose length is not com- 
mon, the center of plot is shifted along 
the ray from this subbase, by the ratio 
of common length subbase to noncommon 
length subbase. For example, if the 
common subbases were 1,200 meters in 
length, the center of plot for a 1,500 me- 
ter subbase would be shifted to a point 
4/5 (1,200/1,500) the distance from the 
center point of the 1,500 meter subbase 
along its ray to the sound-source plot. 
The curvature correction for this sub- 
base may be read directly on the fan 
where this point appears. 



118. REPORTING TARGETS 



a. General. Targets located by sound ranging 
normally are reported by coordinates. In the ab- 
sence of a coordinate system common to both 
sound ranging and firing units, sensings may be 
made in relation to the base point (check point 
or reference point). The number of plots and ac- 
curacy of location should be given, and the num- 
ber and type of guns and their approximate caliber 
should be announced if known. If conditions are 
favorable for a sound ranging adjustment, WILL 
ADJUST should follow the report of the target. 
In sound-base survey and computation, coordi- 
nates and distances are expressed in meters. 

b. Prearrangement. When the battalion is oper- 
ating under centralized control, targets are re- 
ported to the observation battalion operations sec- 
tion. Missions are evaluated and transmitted to the 
corps artillery fire-direction center which assigns 
the mission to a firing unit, specifies the type of 
mission, the number of rounds to be fired, the 
channel of communication to be used, and desig- 
nates a concentration number. Under decentral- 
ized control, when an observation battery is as- 
signed to support an artillery unit, targets are 
reported directly to the fire-direction center of 
the supported unit. 

c. Accuracy of Location. The estimated ac- 
curacy of the location of a target is expressed as 
the number of meters that it is estimated that the 
determined location of the target may vary from 
its true location. For example, accuracy of loca- 
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tion is estimated as being within 50 meters, with- 
in 100 meters, within 150 meters, or over 150 me- 
ters. The estimate of the accuracy of location is 
based on an estimate of the accuracy of survey, 
len^h of sound base, distance to the sound source, 
weather conditions, readability of the records, 
and appearance of the polygon of error. The ac- 
curacy of a sound ranging location is somewhat 
better in deflection (measured from the perpen- 
dicular bisector of the base) than it is in distance 
(measured perpendicular to the base). Thus, a 
reported accuracy of 50 meters may represent a 
possible error of 50 meters in distance, biit only 
20 to 30 meters in deflection. ■ 

119. SOUND-ON-SOUND ADJUSTMENT 

A souiid-on-sound adjustment is the adjustment 
of fire by sound on a sound-located target. Data 
are measured on the sound plotting chart from a 
previously plotted sound source which is used as 
a reference point. If thie initial shift is to be of 
maximum accuracy, check rounds should be fired 
on or near the reference point. The locations may 
be rfelative only (par. 116fe). The sound platoon 
considers itself as an' observer at one of the sub- 
base midpoints, usually C3. Adjustment follows 
the procedure employed by an observer using the 
target grid system (FM 6-40). Request for fire 
on the target must include the azimuth of the tar- 
get from the midpoint utilized. An adjustment 
should be completed as soon as possible after the 
target is reported to avoid the effect of changes in 
weather conditions. 
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120. SURVEILLANCE OF FIRE 

A heavy concentration of fire produces coni- 
plicated records. If the records obtained from "fire 
for effect are not usable, the sound unit requests, 
after the completion of fire for effect, one or more 
single rounds at the center of impact of the con- 
centration to check the accuracy of the fire. 

121. TRANSFER OF FIRE 

If surprise fire is desired, an auxiliary target 
may be selected by the observation unit. This is 
done- with the assistance of the firing unit. The 
auxiliary target then becomes a, point at which a 
center of impact registration is fired. This point 
is selected about 500 meters from the target and 
on terrain similar to that in the vicinity of the 
target itself. This prevents errors resulting from 
differences in site. A transfer of fire is then made 
from the auxiliary to the real target. . 

122. REGISTRATION 

Registration of artillery by sound ranging 
should be attempted only if visual adjustment is 
impossible. , 

Section V. MISCELLANEOUS 

123. ADAPTING TIME SCALES AND CHARTS TO 
SUBBASES OTHER THAN THOSE FOR 
WHICH THEY ARE CONSTRUCTED 

• a. Generid. When it is desired to use a correc- 
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tion chart or the time scale of a plotting fan or 
plotting board for a subbase length other than 
that for which they were designed, the procedure 
is as follows: 

(1) Time scales. 

(a) Assume that a time interval has 
been recorded on a stfbbase Sa seconds 
long. The only fan available has time 
scales for a subbase of Sb seconds. Then 

j is the time interval that must 

be laid off on the fan calibrated for 
a subbase of s„ seconds to obtain the 
proper angle. 
(6) A 4-second fan may be used with a 2- 
second subbase if each time interval is 
multiplied by a 2 (4/2) or with a 5- 
second subbase if each time interval is 
multiplied by 4/5. The irregular base 
fan shown in figure 76 may be used 
for a 2,400 yard subbase by locating the 
index mark 1,200 yards along the sub- 
base scale, and dividing the time in- 
tervals by 2. The midpoints of the sub- 
bases are plotted in their true posi- 
tions as measured by the scale of the 
plot. 

(2) Temperature correction chart. The tem- 
perature correction chart applies with- 
out modification for any length of sub- 
base. 

(3) Curvature correction chart. A curvature 
correction chart designed for subbase Sb 
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may be used for any subbase Sa by mul- 
tiplying both the distance and the meas- 
ured time interval by Sb before entering 

s. 

the chart. The correction read from the 

chart is divided by the same factor. 
In the simple case where Sb is 2, such as 

Sa 

when a 4-second chart is used for a 2-sec- 
ond subbase, the same result is obtained 
if each figure on the scales of the chart 
is divided by 2, converting it to a 2-sec- 
ond chart. The same method is used to 
adapt the irregular base curvature chart 
to cover a wider variety of subbases. 
(4) Wind correction. The wind correction is 
directly proportional to the length of the 
subbase. A wind corrector may be pre- 
pared for a subbase Sb and the correction 
as read from the corrector multiplied by 
the factor to obtain the correction for 

Sb 

a subbase of Sa seconds. (Note that this 
factor is the reciprocal of that used in 
(1) above.) 

b. Missing Trace Plots. The missing trace plot 
for a regular straight base is a special case of 
adapting both the time scale and the correction 
charts to a double-length subbase. Assume that 
on a five-microphone, straight base a record pos- 
sessed readable breaks for all microphones except 
Ml. The subbases used in making a plot would be 
MiMa, M3M4, and M4M5, the first of which is dou- 
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ble the normal length. The following simplified 
procedure for plotting the ray for the double- 
length subbase produces the same results as ob- 
tained by following the procedures of a above. 

(1) Determine the time interval for the dou- 
ble length subbase, and divide it by 2. 

All further reference below to time iiv- 
terval refers to this half value. 

(2) Apply curvature and weather corrections 
to the time interval in the normal way, 
except that half the actual distance is 
used in entering the curvature correction 
chart. 

(3) Plot the corrected time interval (using 
a time scale for a normal length sub- 
base) from the midpoint and reference 
line of the double-length subbase. For a 
curved base, the above method is not 
exact since the subbase M-M^ is less than 
twice the normal value. When using the 
mechanical plotting board, the pivot of 
the plotting arm cannot be set exactly 
over the midpoint of subbase M1M3. Er- 
rors introduced by these effects are small 
and will not affect materially the final 
locations. 

124. PLOTTING WITH SOUND SOURCE TO REAR 

a. Straight Base. With a straight base, if a 
sound from the rear of the base is recorded and 
plotted in the normal manner, a false location is 
obtained to the front of the base. The plot itself 
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affords no indication of this error. Normally, the 
reports of the outpost observers or the installation 
of an offset microphone will prevent such errors. 
In the event it is desired to obtain sound locations 
to the rear of the base, such as the location of a 
battery, a plot is made to the front at G' (a of 
fig. 86) , and a perpendicular to the base is drawn 
through the plot crossing the base at H. The true 
sound source is located on this line at G — a dis- 
tance GH (equal to G'H) to the rear of the base, 
b. Curved or Irregular Base. A sound from the 
rear, recorded on a curved or irregular base, will 
result in a scattered plot (b of fig. 86) . To determine 
the location of such a sound source, the signs of 
all time intervals are reversed and a plot is made. 
The rays in this plot diverge when extended to the 
front of the base (c of fig. 86) ; they must be ex- 
tended to the rear of the base to provide an inter- 
section at the sound source G. 

125. PLOTTING BALLISTIC WAVES AND 
SHELL BURST WAVES 

a. Application. Under certain weather condi- 
tions, ballistic waves and shell burst waves may 
be recorded for long-range guns, although the gun 
waves cannot be recorded. In such cases, the fol- 
lowing method is an approximate determination 
of the line of fire. Two lines of fire from one gun 
to different targets afford an approximate location 
of the gun. This method is valid only if the line 
of fire and the sound base (or their prolongations) 
intersect; in addition, any intersection with the 
prolongation of the sound ttase should fall within 
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one subbase length of the end of the base. 

b. Record Reading. A position of zero time Is 
selected on the record ahead of the first .break 
made by the ballistic wave. The seconds are num- 
bered on the records to a point beyond the last 
break for the shell burst, as shown in figure 87. 
Readings of times of arrival for the ballistic and 
shell burst waves are entered on separate com- 
puting forms (figs. 88 and 89). 

c. Plot of Shell Burst. To locate one point on the 
line of fire of the projectile, a plot of the shell 
burst is made in the usual manner. The shell burst 
may be either to the front or rear of the sound 
base. If a straight sound base is used, the fact 
that the burst is to the front or rear of the base 
must be determined by ear or by visual observa- 
tion, since it cannot be determined from the rec- 
ord reading. 

d. Plot for Ballistic Wave. On the computing 
form for the ballistic wave (fig. 88) the time in- 
tervals are computed between the first break and 
each of the other breaks. These intervals are cor- 
rected for temperature in the usual way. No wind 
correction is applied because no simple method of 
determining such a correction has been devised. 
For each microphone, a distance in meters cor- 
responding to the corrected time interval is found 
by multiplying the interval by 337.6. Using this 
distance as a radius and the plotted microphone 
position as a center, an arc is drawn to the front 
of each microphone (fig. 90). A smooth curve PQ, 
through the microphone position corresponding 
to the first break, is drawn tangent to all of these 
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arcs with the aid of a flexible drafting curve. This 
curve is not extrapolated. 

e. Determining Line of Fire. Using the plotted 
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Figure 90. Line of fire determined from ballistic wave 
and shell burst wave. 



position of the shell burst (B in fig. 90) as a cen- 
ter, an arc is drawn intersecting curve PQ at two 
points, R and S, not more than 2 or 3 inches apart. 
(If this is not possible, see / below.) Two arcs of 
equal radius are drawn using R and S as centers. 
From their intersection at T, a line is drawn to B. 
Line BT is the required line of fire (or its exten- 
sion) . 

/. Special Case in Which Line of Fire Does Not 
Cross Base. If the line of fire (or its extension) 
does not cross the sound base, a circular arc drawn 
with B as the center can be made to intersect 
curve PQ at only one point, regardless of the ra- 
dius chosen. In such a case, the procedure de- 
scribed in e above is replaced with the following : 
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(i) An arc is- drawn ■writh ^ as , the center, 
using a radius which will not cause the 
arc to. intersect curve PQ hut to come 
close to one end of it where it;approaches 
parallelism (fig. 91). At the end of the 
curve, the end; subbase is divided into 
four equal parts by points a, b, c, (i, and e. 
A straight line is drawn from B through 
each of these points, cutting both the arc 
and the curve PQ. The distance along 
each of these lines between the arc and 
the curve PQ is measured and recorded 

diiS ^a.j '^cf '^cl) 

and Xe, respectively. Their 
differences (xt, —xj, (x^ —Xb), (Xi —Xc), 
and (Xe — «d) are computed. 

(-2) Oh a separate sheet, a graph is drawn 
With the line cte and its intermediate 
points along the horizontal axis (fig. 92). 
A point is plotted a distance (a^b ~xj 
directly above the midpoint of line ab. 
Similarly, a point is plotted a distance 
(Xc —Xb) above the midpoint of line be, 
and so on for each of the four sec- 
tions of the line- ae. (Note that in this 
graph a larger scale may be used for dis- 
tances along the vertical axis than for 
distances along the horizontal axis.) A 
smooth curve is drawn through the four 
plotted points and is extended until it 
cuts the horizontal axis, at /. The dis- 
tance ef (or af if a is at the end micro- 
phone of the sound base) is scaled. ■ 

(3) Point / is tramsf ei-red to the original plot 



(fig. 91) on the exterisioh of the line of 
subbase oe. A line from / to B is the 
required line of fire. If point / is more 
than one subbase length from the end 
microphone, this method becjmies" inac- 
curate and should not be used. 

126. DETERMINATION OF CALIBER FROM PLOT 
OF GUN WAVE AND SHELL BURST WAVE 

Whenever a record is obtained on which both 
the pattern of a gun wave and of the correspond- 
ing shell burst wave can be identified, an estimate 
of the caliber and type of the piece which fired the 
rpund may be made. This estimate is based upon 
a comparison of the coniputed time of flight with 
known times of flight of enemy weapons. The 
method is described below. 

a. Record Reading and Determination of Range. 
A position of zero time is selected on the record 
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Figure 91. Plot for the special case in which the line of 
fire does not cross the sound base. 
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ahead of the first break of either the gun or shell 
burst wave, whichever appears first, and 1-second 
intervals are numbered consecutively to a point 
beyond the last break of the second pattern. Read- 
ings for the two waves are entered in separate 
computing forms, and locations corrected in the 
normal manner are plotted on the plotting board. 
The range at which the piece was fired is deter- 
mined by sealing the distance between the gun 
and shell burst locations. No correction for differ- 
ence in altitudes of the gun and the burst need be 
made unless it would change the measured range 
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by more than 50 yards. When a straight base is 
used, it is necessary to determine by ear, by visual 
observation, or by an offset microphone whether 
the shell burst, is in front or in rear of the base. 

b. Determination of Time of Flight. To deter- 
mine the time of travel of each sound wave, the 
distance (in yards) from the points of origin of 
the waves to the microphone selected for compu- 
tations are scaled on the plotting board and each 
distance is divided by 369.2, the speed of sound 
in yards per second at 50°F., to give the travel 
time in seconds. In determining caliber, since 
yards rather than meters are the unit of measure 
used on the plotting equipment and in the firing 
tables, it is necessary to use the speed of sound 
expressed in yards per second in computations. 
The difference in arrival times is added to (or 
subtracted from) the difference in travel times 
to give the time of flight. Weather corrections 
should be applied to obtain the plotted locations 
of the gun and shell burst, but the accuracy 
required in the time of flight does not justify cor- 
recting the velocity of sound. Also, since the pro- 
jectile is subject to the same meteorological con- 
ditions as the sound, neglect of weather correc- 
tions in the time of flight computation will often 
tend to compensate for deviations from the stand- 
ard time of flight as determined from firing tables. 

c. Application and Expected Accuracy. 

(1) Use of this method of determining cali- 
ber and type of artillery depends upon 
the availability of information regard- 
ing the characteristics of enehiy weap- 

»487»7»— 51— 17 

251 



ons. Time of flight often can be deter- 
mined from a single record to within an 
error of a few tenths of a second, but 
an average from several records is more 
reliable. This degree of accuracy is usu- 
ally sufficient to distinguish between 
pieces firing at ranges in excess of 3,000 
to 4,000 yards, but is of little or no value 
for shorter ranges. It should be noted, 
however, that on a front where the 
enemy may be using artillery of differ- 
ent nations, it may be necessary to find 
out from other sources what types of ar- 
tillery are being used in the sector. 
Firing tables for enemy artillery are 
useful for the solution of this problem. 
It will be found helpful, in practice, to 
plot on a single sheet a series of curves 
of time-of-flight versus range for all 
known weapons. After computations 
have been made, the most likely weapon 
can be spotted from the graph without 
the necessity of searching through firing 
tables. 

(2) This method of caliber determination 
does not depend upon the fidelity of re- 
sponse of the microphones, as does the 
method described in paragraph 114e. Es- 
timates of caliber based upon a compari- 
son of times of flight should, however, be 
verified from other sources of intel- 
ligence. 

d. Example. An example of the computation of 
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Not to scale 

Figure 9S. Plot of gun position and shell burst location. 

time of flight is shown below. Referring to figure 
93 (not to scale), the guA and shell burst locations 
have been plotted with data shown in the sound 
plotting records (fig. 94). Since the extended line 
of flight, GB, crosses the sound base nearest to 
iWg, data pertaining to this microphone are used. 
With a plotting scale, the lengths of the lines 
MiG, MiB, and GB are scaled. 
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SOUND PLOTTING RECORD 

lUeortN. .J.Q.H. nm./.SO/i... T«^ww»..?7 -r.,.. WW: Dt«rfto..3.<?.(D.C,--lk. a^...7^. «^ 

TTME BEADINCS 






3.0 fa 


1-7 <,a. 


a..7.7../. 


js,.a,ij^ 




i....s,e>.9.a.... 

■—tataffV 


uMTbA. 




,...a...it.g..... 


,...a. Sag 

...C!U..t:.S.. 



11 4 1 





























/.3 90 








O.Stll. 

0.03.% 




n.ot.r- 


C>...«/.7. 




Tapntan CilinHw... 
















0,05? 




















B.TI7.7.. 
0,0.5.5:. 





















liwboni 

CamMH CwmM— 




0.0 0 3. 




i.(5.7/.. 




o.s:(,i> 

B.flfl (■ 




«./.4l.7. 














/.072 








l«. /s-7 


£^ 




«iiwinto«iirn«tr- 













InaSWM I'll I Tte* li*gMji Cm M*. 

DA rTiTTi 6—4 ne'iiCH »•) («n W wit* U MWuic. 



Figure 91t. Computations for gun and shell burst locations 
using DA AGO Form 6-4, 
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Figure 94 — -Continued. 



RANGE GB 6,510 yd. 

Range M>G 12,598 yd. 

Time of travel (~^) ,.. 34.122 sec. 

Range M,B 6,086 yd. 

Time of travel (^|) 16.484 sec. 

Record reading — gun 0.148 sec. 

Record reading — shell 2.676 sec. 

Difference in arrival times +2.528 sec. 

Difference in travel times 17.638 sec. 

Time of flight 20.166 sec. 



From firing tables (or graph constructed as de- 
scribed in c above) , the time of flight for 155-mm 
howitzer, Ml, charge 5, at a range of 6,500 yards, 
is 20.0 seconds. Time of flight for the 105-mm 
howitzer, M2, charge 6, at 6,500 yards, is 20.6 
seconds. The piece firing the round might have 
been either, but it probably was not a 155-mm 
howitzer, M1917, whose time of flight for charge 
6, at 6,500 yards, is 18.8 seconds. 
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CHAPTER 8 
FLASH RANGING 



Section I. GENERAL 

127. DEFINITIONS 

a. Flash Ranging. Flash ranging is the pro- 
cedure employed in locating points in the target 
area by visual observation and intersection from 
two or more observation posts. 

h. Flash Ranging Location. Flash ranging lo- 
cation is the location of an enemy installation or 
activity by flash ranging methods. 

c. Flash Ranging Adjustment. Flash ranging 
adjustment is the location of friendly shell bursts 
either in the air or on the ground for the purpose 
of adjusting friendly artillery. 

d. Flash Ranging Registration. Flash ranging 
registration is the location of a series of friendly 
shell bursts by flash ranging methods for the pur- 
pose of obtaining data for the computation of cor- 
rections for friendly artillery. Flash ranging 
methods are used with both center-of-impact and 
high-burst registrations. 

128. MISSIONS 

The flash ranging platoon is employed to per- 
form the following four missions: 
a. Locate targets. 
h. Adjust friendly artillery. 
c. Collect and forward combat intelligence. 
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d. Perform comparative calibration of friendly 
artillery. 

129. GENERAL DESCRIPTION 

a. Flash ranging installations are of two gen- 
eral types — rapid and deliberate. In a rapid in- 
stallation, two observation posts and a small plot- 
ting center are connected by wire, radio, or both ; 
they are not necessarily tied to survey control, 
nor are they necessarily in communication with 
observation battery headquarters. Deliberate in- 
stallations consist of two or more surveyed obser- 
vation posts and a plotting center, connected by 
wire, radio, or both, operating under observation 
battery control. Selection of the type of installa- 
tion to be employed is governed by the situation. 
A deliberate installation may be developed using 
observation posts from rapid installations. 

h. In either type installation, each observation 
post is equipped with an observing instrument for 
reading horizontal and vertical angles (fig. 95). 
In a rapid installation, the instruments are ori- 
ented to' measure angles to points in the target 
area. In a deliberate installation, they are ori- 
ented to measure azimuths. When these angles 
are plotted, the points are located as discussed 
in sections II and III below. In rapid installa- 
tions, the instrument of one observation post is 
oriented with reference to the companion observa- 
tion post (par. 131). In deliberate installations, 
observing instruments normally are oriented on 
grid north (par. 140). The observers, having 
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Figure 95. Equipment used at a flash observation post. 



sighted a -target, report its instrument reading 
(or azimuth) to the plotting center. There the 
position of the target is plotted, or its range and 
direction are computed. 
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Section II. RAPID INSTALLATIONS 



130. GENERAL 

In rapid installations, target location is based 
upon the solution of oblique triangles. A base 
line which is very short in proportion to the 
ranges sought is established. (This is a target 
area base as described in FM 6-40.) The length 
of the base is expressed in yards. Angles to tar- 
gets are measured from- the observation posts 
which have been established at the ends of the 
base, and the resultant triangles are solved using 
the trigonometric sine law. 

a. General Considerations. A rapid installation 
is used when conditions are not suitable for a 
deliberate ' installation. Factors to be considered 
are — 

(1) Time. 

(2) Survey. A rapid installation is not de- 
pendent on common survey control. 

(3) Terrain. A rapid Installation may be 
used when the terrain is wooded or hilly, 
and where it is impossible to get more 
than one small area that overlooks the 
enemy area. 

(4) Communication. A rapid installation does 
not require the laying and subsequent 
recovery of a large amount of wire. 

b. Selection of Observation Posts. Both obser- 
vation posts must afford observation throughout 
the same area in the assigned zone. Care must 
be taken during reconnaissance and occupation 
not to disclose the observation post positions ; full 
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advantage must be taken of camouflage and back- 
ground. An observation post seen by the enemy 
usually is lost. Movement must be reduced to a 
minimum. 

c. Intervisibility of Observation Posts. Instal- 
lation and operation are simplified when observa- 
tion posts are intervisible ; however, very little 
time should be spent in trying to achieve this. 

d. Consideration of Base Length. The base 
length should be at least one-tenth of the esti- 
mated distance to the far limit of the target area. 
Time available and unsuitable observation may 
dictate installation of a shorter base; however, 
immediate steps should be taken to extend the 
length to a 1 to 10 ratio. 



Ql 500 yds. 02 01 S""!""- 02 01 SOOyds. o2 

. Note: Mil deviations shown indicate errors in instrument readings. 
Diagrams not to scale. 

Figure 96. Target location errors due to incorrect 
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instrument readings. 
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e. Orientation of Base With Respect to Zone 
of Observation. A base line is most effective when 
a line perpendicular to the center of the base line 
passes through the center of the zone of observa- 
tion. When this is not possible, a compensating 
increase should be made in the length of the base 
line. 

/. Accuracy of Locations. Figures 96, 97, 98, 
and 99 illustrate the effects of errors — errors in 
the length of the base line and especially errors 
in reading instrument directions — on the accu- 
racy of target locations. Rapid-installation loca- 
tions are not as accurate as deliberate-installation 
locations. Targets must have clearly defined fea- 
tures. 




We: Oiogroms tnt to scale. 
Figure 97. Target location errors due to 1-mil error 
in instrument readings. 
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When the instrument reading 
at 01 is more than 1600 m 




Nott: Diagrams not to scale 



Figure 98. Variation in target location errors due to vary- 
ing instrument readings when the base length, distance, 
and error in instrument readings are constant. 

131. ORIENTATION OF INSTRUMENTS 

a. Direct Orientation. When the observation 
posts are intervisible, the observing instruments 



262 



False location 
of target-error 
in location. 8% 




^Correct base 
length = 505.0 yds 



Diagrana not to scale 

Figure 99, Error in distance directly proportional to 
error in base. 
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are oriented directly on each other. For defini- 
tions concerning the target area base, see FM 6-40. 

(1) 01. With 3,200 mils set on the instru- 
ment scale, sights on the center (sight- 
ing post) of the 02 observing instru- 
ment. 

(2) 02. With zero mils set on the instru- 
ment scale, sights on the center (sight- 
ing post) of the 01 observing instru- 
ment. 

(3) Both observation posts. Upon completion 
of (1) and (2) above, both observers 
swing their instruments to the front. 
The observers are then ready to observe 
and report. (Night orientation stakes 
are installed.) 

6. Indirect Orientation. When the observation 
posts are not intervisible, the observing instru- 
ments must be oriented on an auxiliary point, 
either to the front or to the rear of the base. 
During the computation of the base length, the 
interior angles at 01 and 02 are determined, and 
the instrument readings are computed (fig. 100 
and par. 132). 

(1) Orienting the instruments. The observers 
set the computed instrument readings on 
the scales of their instruments and sight 
on the orienting point. 

(2) Observing target area, orienting point 
to front or to rear of base. Upon com- 
pletion of the steps above, both ob- 
servers swing their instruments to the 
front. The observers are then ready to 
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p 




a. ORIENTING POINT TO FRONT 




P . 



b. ORIENTING POINT TO REAR 

Figure 100. Indirect orientation. 

observe. (A stake is established at least 
100 meters distant from each observa- 
tion post for night orientation.) 

132. SURVEY METHODS 

a. General. The internal survey for a rapid 
installation consists of two operations: 
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(1) Determination of the length of the base 
line in yards. 

(2) Determination of instrument readings 
for the observing instruments. 

6. Accuracy Required. 

(1) Orientation of instruments. Since a very 
small error in orientation will produce 
large errors in distances, the observing 
instruments are oriented as carefully as 
possible. 

(2) Measurement of the length of the base 
line. Since the error in distance is pro- 
portional to the error in the measure- 
ment of the base line, this distance 
should be determined to a degree of 
accuracy not less than 1 in 500. 

c. Measurement of Base Length. 

(1) Selection of survey method. The selec- 
tion of the method used for determining 
the base length depends upon the inter- 
visibility of the observation posts and 
upon the accessibility of the intervening 
terrain. Accessibility of the terrain de- 
pends not only on the topography but 
also on possible exposure of personnel 
to the enemy. Thorough reconnaissance 
to determine these factors is necessary 
before a survey method is selected. Al- 
ternate survey methods are illustrated 
and described in figures 101 to 108 in- 
clusive. (In figures 101-108, L and R 
are substituted for 01 and 02 respec- 
tively.) In using methods involving aux- 
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iliary bases, consideration must be given 
to the strength of figure. Avoid use of 
angles of less than 300 mils (pars. 78 
■ and 80). 

(2) Direct taping method. When the obser- 
vation posts are intervisible and the 
intervening terrain is accessible for 
taping, the base length may be taped 
directly. Direct orientation is used. In 
figure 101, the distance LR is taped. 




Figure 101. Direct taping method. 



(3) - Cotangent relation method (fig. 102) . 
When the observation posts are inter- 
visible but the intervening terrain is 

M8797«-SI— 18 
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inaccessible, an auxiliary base may be 
taped at right angles to the base from 
either observation post (side LA). The 
angle LRA is measured at the observa- 
tion post opposite the auxiliary base. 
The base length is determined by the 
formula : LR = LA cot < R. 




A 



Figure 102. Cotangent relation method. 

(4) Sine law relation method (fig. 103). 
When the observation posts are inter- 
visible but the intervening terrain is 
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A 

Figure 103. Sine law relation method. 

inaccessible and the terrain precludes the 
use of an auxiliary base at right angles 
to the base from either observation post, 
an auxiliary base may be taped at any 
angle to the base from either observa- 
tion post (side LA). The observer at 
L measures the angle RLA and the ob- 
server at 22 measures angle LRA. Angle 
LAR is computed as follows : 

<A = 3,200 - {<L + <R) 
The base length is determined by the 
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formula : 

LA sin < A 

LR = 

sin < R 

Direct orientation is used. 

(5) Point "P" method (fig. 104). When the 
observation posts are not intervisible 
but the terrain to either the front or to 
• the rear of the base is • accessible for 
taping from the observation posts, a 
point P, visible from both observation 




P 



Figure lOU. Point P method. 



posts, may be selected to the front or 
rear, and the distances from the point 
P to each observation post are taped. 
The angle LPR is measured and the 
base length LR is determined in two 
steps, by the formulas : 

PR sin < P 

(a) tan <L = 

PL - PR cos < P 
PR sin < P 

(ft) LR = 

sin < L 

(c) <R = 3,200 - «L+ <P) 
If the angle at P is greater than 1600 
mils, it "must be borne in mind that 
cos < P is negative. When PR cos < P 
is positive and greater than PL, tan < L 
is negative and < L is greater than 
1600 mils. Indirect orientation is used 
(fig. 100). 
(6) Triangulation methods {par. 79) . 

(a) General. Triangulation may be used 
under the following conditions: 

1. When the terrain between the ob- 
servation posts is not accessible for 

■ taping. 

2. When the terrain either to the front 
or to the rear of the base is not 
accessible for use of other methods 
described above. 

S. When the terrain to either the front 
or to the rear is accessible for estab- 
lishing, by direct taping, an auxil- 
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iary base, both ends of which are 
visible from both observation posts. 
(&) Intervisible observation posts (fig. 

105) . The length of the auxiliary base 
AB is taped, and the angles 1 and 2 
at point L and angles 3 and 4 at point 
B are measured. The base length is 
determined by the formulas: 

<^ = 3,200 -(<1 + <3) 
<R = 3,200 - « 2 + < 4) 
AB sin < A 

LB = 

sin < 1 
LB sin < 4 

LR = • 

sin < R 
Direct orientation is used, 
(c) Nonintervisible observation posts (flg. 

106) . The distance AB is taped, the 
angles 1 and 2 are measured at point 
A, and the angles 3 and 4 are meas- 
ured at point B. The base length is 
determined by solving successive tri- 
angles. 

In triangle LAB : 

<BLA = 3,200- (<l + <2 + <3) 
AB sin «H-<2) 

LB = 

sin <BLA 
In triangle RAB : 

<ARB = 3,200- (<2 + <3+ <4) 

AB sin <2 

RB = 

sin <ARB 




A B 

Figure 105. Triangulation, intervisible observation posts. 



In triangle LBR : 

RB sin <4 

Tan <RLB = 

LB- (RB cos <4) 

<LRB = 3,200- (<4+ <RLB) 

RB sin <4 

LJe = 

sin <RLB 

Indirect orientation on point B is used. 
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A' 



B 



Figure 106. Triangulation, nonintervisible observation 
posts. 

(7) Two-point resection method (fig. 107) . 
For a discussion of the two-point re- 
section, see paragraph 88. When the 
observation posts are intervisible and 
conditions exist as described in (6) (a) 
above, a two-point resection may be per- 
formed to determine the base length. 
An auxiliary base AB is established as 
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Figure 107. Two-point resection method. 



for a solution by triangulation. Distance 
AB is taped, and angles 1, 2, 3, and 4 
are measured. An arbitrary base length 
LE is assumed, and a corresponding 
auxiliary base length AB is computed 
by the method in (6) (6) above. The true 
base length LR is determined by the 
proportion : 

LR (true) AB (true) 

LK (assumed) AB (assumed) 
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Direct orientation is used. This method 
has the advantage that observing in- 
struments need be set up only at ob'- 
servation posts. 
(8) Traverse method (fig. 108) (par. 74). 
When the observation posts are not in- 
tervisible and none of the previously 
described methods of survey are ap- 
plicable, it will be necessary to run a 
traverse from one observation post to 




STA 3 

STA 1 

Figure 108. Traverse method. 
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the other and to compute the base length. 
Assume coordinates for one observation 
post and an azimuth to station 1 on the 
traverse. Upon completion of the trav- 
erse, compute the coordinates of the 
other observation post and the distance 
and azimuth of the base (LR) (par. 76) . 
Compute the angles at each observation 
post between the base and the next ad- 
jacent leg of the traverse by determin- 
ing the differences in the respective azi- 
muths. Indirect orientation is used (fig. 
100). Each observation post is oriented 
on the next adjacent traverse station. 
d. Survey Control. The survey for a rapid in- 
stallation is connected to established control as 
soon as practicable. It can be accomplished by — 

(1) Traverse, triangulation, resection, or a 
combination of these. This should re- 
place any other method as soon as pos- 
sible. 

(2) Inspection or short traverse from some 
identifiable feature on an accurate large- 
scale map or air photo. 

(3) Any graphical solution. 

(4) Compass direction and location (coordi- 
nates) of the base or check point. 

(5) Firing. An adjustment is fired and the 
firing chart location of the target is ob- 
tained. The observation post is located 
with respect to the point on which the 
adjustment was fired by determining the 
compass direction and distance from the 
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observation post to the point concerned. 

133. COMMUNICATION 

Communication between the two observation 
posts and the plotting center in a rapid installa- 
tion is by a "closed loop" wire circuit (fig. 109). 
A circuit is first laid from the plotting center to 
each observation post. Later the observation posts 
are interconnected by a wire circuit, thereby com- 
pleting the loop so that communication may be 
maintained between the three stations if one leg 
of the loop is broken. Each flash ranging team 
is also equipped with two radios. Radio is used 
initially for communication between the most 
distant observation post and the plotting central ; 
after the wire circuit is installed, it is used as 
an alternate means of communication. 

134. POLAR PLOTTING 

A point (target) is located by plotting its dis- 
tance and direction from 01. Base length and 

instrument directions from both observation posts 
are necessary to determine the distance. The dis- 
tance may be determined by — 

a. Computation (Law of Sines). (The solution 
outlined below is for target 1 in figure 110.) 

base X sin instrument reading 02 

Distance = ^ — 

sin apex angle 

483 X sin 1187a£ 

Distance = ■ 

sin lO^Kf 
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Log 483 = 2.68395 

Log sin 1187j3$ = 9.96328 - 10 
Log sin 106jrf = 9.01652 — 10 
Log distance = 3.63071 
Distance = 4278 yards 

TARGET 



Apex angle 



Plotting 
Center 




Common telephone 
^ circuit 



Diagram not to scale 

Figure 109. Flash ranging system for a rapid installation. 
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Instrument reading 01- Instrument reading 02= Apex Angle 



Figure 110. Instrument readings to targets in a rapid 
installation. 

b. Military Slide Rule. The military slide rule 
is designed to simplify and speed up the solution 
of the oblique triangle. This slide rule is a special 
type Mannheim slide rule that can be used in 
performing many arithmetic and trigonometric 
calculations in the same manner as standard com- 
mercial slide rules. ' It is used primarily in the 
solution of military survey. Oblique triangles and 
computations of coordinates from distance and 
bearing are quickly solved by means of the rule 
(TM 6-240). Example (target 2, figs. 110 and 
111) : To determine distance 01 to T, set 150 on 
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the APEX ANGLE SCALE under 1700 on the 
OPPOSITE ANGLE SCALE; move the hairline 
to 483 on the BASE SCALE ; under the hairline 
read 3,280 yards on the RANGE SCALE. 

c. Plotting. See figure 112 for method of polar 
plotting. 



I60OMILUNE 
1662 




Figure IIZ. Polar plotting. 

1 35. TYPES OF PLOTTING CHARTS AND METHODS 
OF REPORTING TARGETS 

The type of plotting chart used depends upon 
the survey by which the flash installation is tied 
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to the firing chart of the supported unit. Plotting 
is done from 01 on the chart by setting off a direc- 
tion and distance. The method of reporting tar- 
gets depends upon the type of plotting chart and 
firing chart being used. 

a. Grid Sheet. A grid sheet may be used when 
the flash base and the supported unit are con- 
nected by common survey and when the sup- 
ported unit is using a grid sheet as a firing chart. 
Targets are usually reported by rectangular co- 
ordinates. 

b. Battle Map and (air) Photos. When either 
a battle map or air photo is being used as a 
firing chart by the supported unit, flash units 
may also plot their 01 station on a similar map 
or photo, and plot locations by any of the meth- 
ods described above directly on the map or photo. 

c. Target Grid Methods. Target grid methods 
are used in reporting targets when no common 
grid exists (fig. 113). For target grid procedure, 
see FM 6-40. 

d. Instrument Reading and Distance. Targets 
may be located and reported by instrument read- 
ing and computed distance from 01, as shown in 
figure 114. 

1 36. OPERATING PROCEDURE 

a. Installation. Rapid flash ranging installa- 
tions will often be made by a minimum number 
of personnel, and no fixed procedure for instal- 
lation is prescribed. The observation posts are 
selected by the flash platoon leader, with the 
assistance of 1;he flash ranging chief, chief flash 

948797°— 51— H 
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Figure IIS. Reporting targets to the fire-direction 
center using target grid methods. 



ranging observer, or the flash ranging observers, 
in accordance with the considerations listed in 
paragraph 130. Survey of the base is performed 
and communication between the plotting center 
and observation posts established by the mem- 
bers of the team under the direction of the flash 
platoon leader and his assistant. The plotting 
chart is prepared as soon as survey of the base, 
computation of the base length, and orienta,tion 
are completed. The observation posts ,are fur- 
nished the data with which to orient their instru- 
ments when indirect orientation is used. For 
method of verifying orientation by astronomic 
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observation, ■ see paragraph 140. 
6. Observer Procedure. 

(1) Upon occupation of his post, an observer 
sets up the observing instrument and 
commences a methodical and careful 
search of the target area; he does not 
wait until survey and communication are 
complete to begin to observe. An ob- 
server makes pertinent notes regarding 
targets, check points, etc. He should 
prepare a panoramic sketch of the tar- 
get area (fig.. 115). Readings to targets 
may be made before orientation is pos- 
sible by zeroing the instruments on a 
selected reference point. An aiming stake 
should be set out not less than 100 me- 
ters from each observation post for 
night orientation. A complete target 
area survey is begun by locating all 
important terrain features, such as 
crossroads, hills, buildings, clumps of 
trees, etc. In short, an observer begins 
immediately to index the terrain. 

(2) As soon as both observation posts are 
occupied, the observers identify refer- 
ence points to each other. These should 
be distributed both in distance and direc- 
tion. Computed distances to these refer- 
ence points should be memorized and 
noted on panoramic sketches as guides 
in estimating target distances. When a 
target is discovered by one observer 
only, he reads the instrument direction 
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01 Instrument reading to BP reported by flash ranging team 
used to place 500 !>f tick marks. — ^ 




Figure 114. Reporting targets to the fire-direction 
center by polar coordinates. 



and, using the estimated distance, ap- 
■ plies the computed apex angle (using 
military slide rule) to provide the ap- 
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proximate instrument direction for the 
other observation post. The results are 
then reported, for example, ENEMY 
TANKS ASSEMBLING, 1,350, DIS- 
TANCE 6,000. If there is any question 
regarding the proper identification, the 
observer should attempt immediately to 
identify the target by additional means. 
Panoramic sketches are essential obser- 
vation post records, which aid in identi- 
fication of targets. 

(3) When an enemy gun is firing and is vis- 
ible to only one observation post, an 
observer may have to resort to the flash- 
bang method. In this method, the ob- 
server, in addition to obtaining the di- 
rection to the gun, measures the time 
interval between the instant he sees the 
flash of the gun and the instant he hears 
the sound of the gun. He is equipped 
with a stop watch for this purpose. The 
time interval is used to determine the 
distance to the gun (par. 96b). 

(4) Location can also be made from a single 
observation post by determining the di- 
rection and angle of site to a target. 
The ray is drawn on a map. A profile 
section along this line is made, and the 
line of site is drawn. The intersection 
of this line with the ground, with proper 
corrections for curvature and refraction, 
will give the distance to the enemy gun. 
Direction and distance to the target are 



then reported. Where targets are visible 
to single observation posts, observers 
must be prepared to adjust fire on the 
target using the target grid procedure 
(FM 6-^0). 
(5) When observing on a moving target, 
both observers track the target until 
the directing observer indicates the in- 
stant to stop tracking and read. A pre- 
arranged count should be used. Eskample: 
01: TRACK MOVING GUN; 02: ON; 
01 : 1-2-3-MARK. Both instruments are 
read and reported to the plotting center 
in turn. 

c. Flash Ranging Location. The instant a tar- 
get is sighted by either observer, he reports 
FLASH. When a flash from the same target is 
sighted by the other observer, he reports ON. 
The computer (draftsman) then commands 01 
(02), REPORT. In response, the 01 (02) observer 
reports instrument reading, accuracy of reading, 
and angle of site to the target; for example, 
1895.6, ABLE, ANGLE OF SITE MINUS 3, 
ENEMY GUN FIRING. Observers qualify all 
readings as Able, Baker, or Charlie, according 
to the following standards of accuracies: 

Able — reading accurate. 

Baker — reading in error less than 2 mils. 

Charlie — reading in error greater than 2 mils. 
(In rapid installations, only Able readings are 
of value in plotting. Baker and Charlie readings 
are too inaccurate for a location, but indicate that 
the observer is on the target and should be able 
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to report an Able reading on the next observa- 
tion.) The computer (draftsman) records this 
information on the Flash Ranging Record for 
Rapid Installations (fig. 116) and calls for a 
report from the other observer, who reports in 
a like maimer. The computer (draftsman) plots 
the location of the target, recording distance, 
coordinates (if applicable), and altitude. Altitude 
is corrected for curvature and refraction for dis- 
tances over 5,000 yards (tab. XI) . 

137. ADJUSTMENT AND TRANSFER OF FIRE 

Transfer limits and the selection of check 

points for registration are governed by gunnery 
considerations (FM 6-40). Surprise fire may be 
placed on any targets within transfer limits since 
accurate locations of targets are made by the 
flash ranging team in a rapid installation. Trans- 
fers may be made from appropriate centers of 
impact or high-burst centers, base' points, check 
points, reference points, or previous targets and 
concentrations upon which fire has been deliv- 
ered. Procedure during adjustments is discussed 
in paragraph 147. 

138. ALTERNATE OBSERVATION POSTS 

Reconnaissance to locate the best observation 
posts and alternate observation posts must be 
continuous. New observation posts should be sur- 
veyed, by taking advantage of the base in oper- 
ation, and made ready for occupancy and change- 
over with a minimum of interruption. 
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FLASFtRANGING RECORD FOR RAPID INSTALLATIONS 
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Figure 116. Flash Ranging Record for Rapid Installa- 
tions, DA AGO Form 6Sb. 
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Section III. DELIBERATE INSTALLATIONS 



139. GENERAL 



When all observation posts are located and 
oriented on a common grid and when adequate 
communication is established, a deliberate instal- 
lation exists. Locations of targets and points in 
the target area are determined by plotting the 
grid azimuth to the target from each observation 
post. A typical installation is shown diagram- 
matically in figure 117. 




FRC^ 

Figure 117. Flash ranging diagram, f<mr observation 
posts. 

a. General Considerations. Whenever condi- 
tions permit, an accurately surveyed flash rang- 
ing installation with multiple observation posts 
is employed to secure maximum accuracy and 
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reliability of locations. The necessary conditions 
for such an installation include — 

(1) Adequate time for installation. Time 
must be adequate to allow completion 
of accurate survey of the observation 
posts and installation of the necessary 
communication facilities. 

(2) Survey control. Common survey control 
should be available to permit accurate 
survey of all observation posts on the 
existing grid system. 

(3) Suitable terrain. The terrain should af- 
ford multiple vantage points, overlook- 
ing the target area, for siting the obser- 
vation posts. In order to obtain the 
maximum number of intersecting rays 
on targets, all observation posts must 
be able to observe in the same target 
area. Intervals between adjacent obser- 
vation posts should be not less than one- 
tenth of the distance to the far limit of 
the target area. 

(4) Communication. The flash ranging cen- 
tral (FRC) and observation posts may 
be connected initially by radio, but wire 
is installed as soon as practicable. Each 
observation post normally is connected 
to the flash ranging central by a single 
wire line with radio as an alternate 
means of communication (fig. 117). 

(c) Flash switchboard. All wire circuits 
from the observation posts to the 
flash ranging central terminate at 
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the switchboard (fig. 118). The flash 
switchboard is a specially designed 
switchboard which, in addition to 
normal switchboard equipment, has 
means to indicate by a visual as well 
as audible signal the instant that a 
target has been sighted by the ob- 
servers. When the signals from all 




Figure 118. The flash switchboard. 
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observation posts occur at the same 
instant, the switchboard operator can 
assume with reasonable accuracy that 
all observation posts have sighted the 
same target. 
(6) Observation post equipment. Each ob- 
servation post is equipped with an 
observing instrument, an outpost set 
(fig. 95), a map, compass, and a stop 
watch. Various types of observing in- 
struments may be in use. All should 
be designed to measure horizontal and 
vertical angles. The outpost set en- 
ables the observer to use a single 
line to talk on the telephone as well 
as to activate the signal on the switch- 
board the instant a target is sighted. 
An oriented map or panoramic sketch 
will aid the observer in identification 
and location of targets. 

b. Orientation of Base with Respect to Target 
Area. Observation posts may be spaced irregular- 
ly or at fairly regular intervals, depending upon 
the terrain. The ideal installation will permit the 
perpendicular bisector of a line connecting the 
two extreme observation posts to pass near the 
center of the target area. 

c. Numbering of Observation posts. Observa- 
tion posts are numbered consecutively from right 
to left facing the front (fig. 117). 

d. Advantages and Disadvantages i • 

(1) A deliberate flash ranging installation 
affords greater accuracy and reliability 
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of target locations than a rapid installa- 
tion ; in a deliberate installation, multi- 
ple rays can be constructed through any 
one target, and the angles of intersec- 
tion are large. Locations are made on a 
grid system and reported by coordinates. 
Control of all observation posts is cen- 
tralized at the flash central, thus provid- 
ing for maximum coordination of flash 
observation facilities. 
(2) More time, survey, and wire are neces- 
sary for the complete installation of a 
deliberate flash base than for a rapid 
flash base. The terrain must be suitable 
for this type of installation. 

140. ORIENTATION OF INSTRUMENTS 

Each observing instrument must be oriented so 
that the zero on the scale is on grid or prescribed 
assumed north. To accomplish this, the observer 
sights on the orienting point with the azimuth of 
the orienting point set off on the instrument. He 
then swings the instrument to the front and is 
ready to observe and report. Auxiliary orienting 
points should be used, and an aiming stake should 
be established not less than 100 meters from each 
observation post for night orientation. The ori- 
enting point may be any point of known direction 
from the observation post. The azimuth to the 
orienting point may be determined from the co- 
ordinates of the observation post and the coor- 
dinates of the orienting point. This information 
is recorded on DA AGO Form 6-3, Orienting Data 
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for Flash Ranging Observation Posts (fig. 119). 
Orientation must he checked repeatedly. 

a. Reciprocal Orientation. When two or more 
observation posts are intervisible and one of them 
has been oriented properly, the others may be 
oriented reciprocally (fig. 120). 
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Figure 119. DA AGO Form 6-3 for recording orienting 
data for flash ranging observation posts. 
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N 




0P3 

To orient OP 3: 



(1) OP 2 reads, the ozimuth to 0P3 - 

as 4532 pri ond reports 4532.ppf to OP 3. 

(2) OP 3 computes the back azimuth 
from 0P2 as 4532 -3200=1332 erf. 

(3) OP 3 uses 1332(yi as the orienting 
" azimuth and sights on OP 2 OS the 

orienting point 

Figure 120. Reciprocal orientation. 

b. Astronomic Orientation. Orientation of in- 
struments may be obtained or verified by an as- 
tronomic observation. See paragraphs 90 and 91 
for a discussion of procedure in obtaining an azi- 
muth from sun or star obsei-vation. Orientation 
may be checked at. any time by having all ob- 
servers sight simultaneously on the same astro- 
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nomic body. If all instruments are oriented on a 
common direction, they should all obtain the same 
reading to the astronomic body. 

141. SURVEY METHODS 

a. The survey of a flash observation post con- 
sists of two operations — determination of the cor 
ordinates and altitude of the observation post, 
and determination of the orienting data for the 
observing instrument. 

h. The observation posts should be located and 
altitudes determined by- survey personnel using 
precise methods as described in chapter 6. 

c. The coordinates of an observation post may 
be determined by a short traverse (fig. 121), with- 
out the use of survey personnel if survey control 
is furnished to a point near the observation post. 
The observers traverse from the control point to 
the observation post using the observing instru- 
ment and tape. This method is particularly valu- 
able when — 

(1) Survey personnel are unable to bring 
control to the exact position of the ob- 
servation post because of security rea- 
sons. . 

(2) The exact location of the observation 
post has not been selected when the sur- 
vey control is brought up to the general 
location of the observation post. 

(3) The "observation post has been moved a 
short distance after survey control has 
been established. 

^WW-SI— 20 

2<)4 



Figure 121. Location of an observation post by short 
traverse. 



d. The coordinates of an observation post may 
be determined by resection without the use of 
survey personnel if" sufficient points of known 
coordinates are visible from the observation post. 
iDetailed procedure for resection by the flash ob- 
serving plotting personnel is discussed in para- 
graph 143. 

142. PLOniN© 

o. General. Rapid, accurate plotting for a de- 
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liberate flash ranging installation is best per- 
formed by means of a mechanica;! plotting board 
(figs. 122 and 123, and TM 9-575). 
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Figure Flash Ranging Plotting Board, M5, with 
observation posts, rays, and target plotted. 

b. Numbering Grids. In orienting the board for 
numbering grid lines, the zero reading on the plot- 
ting board scale is north. The grid lines must be 
so numbered as to include the area occupied by 
the observation posts and the target area in their 
proper relation. 

c. Plotting Observation Posts. The observation 
posts are plotted by coordinates on the plotting 
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• Figure 123. Flash Ranging Plotting Board, M5. 

board, as carefully as possible, using a 2H or 3H 
pencil. 

d. Orientation for Observation posts. If the ori- 
enting point is a point in the target area, it may 
be plotted on the plotting board and the azimuth 
to it read from the plottiriig board and furnished 
to the observer. Orientation should be checked 
frequently to insure that the insti'ument has not 
been disturbed. For more precise orientation, com- 
puted azihiuths should be used] 
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e. Locations of Points in Target Area^ 

(1) As the azimuths from the observation 
posts are announced, they are set off on 
the azimuth scale and rays are drawn 
through the proper observation posts 
well into the target area. The intersec- 
tion of these rays is the location of the 
target, the coordinates of which are 
scaled from the plotting board. 

(2) The rays will not always intersect at a 
point but frequently will form a poly- 
gon, called the polygon of error (fig. 80) . 
The procedure for solving the polygon of 
error and for assessing an accuracy of 
plot is the same as described in para- 
graph 116flr for sound ranging plots. 
Greater weight should be given to the 
rays that have Able readings of accuracy 
(par. 136c). 

143. LOCATING OBSERVATION POSTS BY 

RESECTION 

Resection may be employed to locate an obser- 
vation post, without the use of survey personnel, 
if sufficient points of known coordinates visible 
from the observation post exist in the area. 

a. Three-Point Resection (fig. 124). Angles at 
the observation posts between the known points 
are read by the observers and reported to the plot- 
ting center, where the position of the observa- 
tion post is determined on the plotting board. 
(1) Procedure for ease 1. The observer at P 
reads angles Pi and P^. The azimijth 
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from 4 to C is measured on the plotting 
board. The azimuth A to C plus (3,200 
minus P2)is equal to the azimuth A to I. 
The azimuth from C to A (or 3,200 plus 
or minus the azimuth A to C) is meas- 
ured on the plotting board. The azimuth 
C to A minus (3,200 minus Pi) is equal 
to the azimuth C to /. The azimuth rays 
.A to / and C to / are drawn on the plot- 
ting board. The intersection of these 
rays fixes the point /. Line BI extended 
is drawn on the plotting board and the 
azimuth from P to B {I to B) is meas- 
ured. The azimuth P to B minus Pi is 
equal to the azimuth P to A. The azi- 
muth P to B plus P2 is equal to the azi- 
muth P to C. The azimuth rays P to A 
and P to C are drawn through A and 
C, respectively, on the plotting board. 
The intersection of these rays with the 
ray P to B fixes the point P unless a 
triangle of error exists, in which case 
proceed by the triangle of error method 
as described in 6 below. 

(2) Procedure for cases 2 and 3. The ob- 
server at P reads angles Pi and P2. The 
azimuth from A to C is measured on the 
plotting board. The azimuth A to C mi- 
nus P2 is equal to the azimuth A to /. 
The azimuth from C to A (or 3,200 plus 
or minus the azimuth A to C) is meas- 
ured on the plotting board. The azimuth 
C to A plus Pi is equal to the azimuth 
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C to /. The azimuth rays A to I and C 
to / are drawn on the board. The inter- 
section of these rays fixes the point /. 
Line BI extended is drawn on the plot- 
ting board and the azimuth from P to B 
(/ to B) is measured. The azimuth P to 
B minus Pi is equal to the azimuth P 
to A. The azimuth rays P to A and P to C 
are drawn through A and C, respective- 
ly, on the plotting board. The intersec- 
tion of these rays with the ray P to B 
fixes the point P unless the intersection 
results in a triangle. In this case, pro- 
ceed by the triangle of error method as 
described in b below. The point / is not 
a point on the ground ; it is only a point 
on the circle that must be located to de- 
termine the azimuth P to B. 
b. Triangle of Error Method. The position of an 
observation post may be located graphically by a 
three-point resection by the triangle of error 
method in the following manner. Assume an azi- 
muth (as nearly correct as possible) from P to 
B (fig. 124) . Then the azimuth P to A equals azi- 
muth P to S minus Pi, and azimuth P to C equals 
azimuth P to B plus P2. Draw these azimuth rays 
through A, B, and C in the direction of point P. 
If the three rays do not intersect at one point, 
new azimuths must be assumed for P to B, and 
the above procedure repeated until they do inter- 
sect. For further discussion of this method, see 
TM 5-235. 
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c. Two-Point Resection (fig. 125) . 

(1) Points A and B are two points of known 
coordinates. Points C and D are two 
points (observation posts) to be located. 
Points A and B are visible from both 
C and D. Observing instruments are set 
up at points C and D. The observer at C 
orients on D with 0 mils. The observer 
at D orients on C with 3,200 mils. With 
this orientation, both observers read azi- 
muths to points A and B, Assuming that 
C and D are oriented on zero azimuth 
(both zeroes on north), the angles read 
to A and B become azimuths. Assume 
points C and D at any convenient loca- 
tion along a N grid line (3,000 to 5,000 
meters apart) , and plot them on the plot- 
ting board. From C, draw azimuth rays 
to A and B. From D, draw azimuth rays 
to A and B. The intersection of the rays 
C to B and D to B determines the as- 
sumed location of point B. The intersec- 
tion of the rays D to A and C to ^ de- 
termines the assumed location of point 
A. Measure the assumed azimuth from 
A to on the plotting board, and deter- 
mine the assumed azimuth B to A. Plot 
the true positions of points A and B on 
the plotting board. Measure the actual 
azimuths from A to 5 on the plotting 
board, and determine the true azimuth 
B to A. Since the assumed figure and the 
actual figure are similar, all angles in 
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the two figures are equal. Determine a 
X-correction by finding the difference 
between the true azimuth A to B and 
the assumed azimuth A to B. The if -cor- 
rection is then applied to the assiuned 
azimuth, with proper regard to its sign, 
to determine the true azimuths. 
(2) The following example is presented: 

(a) Step 1. 

Assumed azimuth A to 5 = 6070 mils 
True azimuth AtoB= 5020 mils 
Z-correction = —1050 mils 

(b) Step .2. Determine the assumed azi- 
muths of B toD, B to C, A to D, and A 
to C. To these azimuths, the iiT-correc- 
tion is applied algebraically to find the 
true azimuths B to D, B to C, A to D, 
and A to C. 

Assumed azimuth B toC = 3820 mils 
Z-correction = — 1050 mils 
True azimuth BtoC= 2770 mils 

(c) Step 3. From the true locations of A 
and B on the plotting board, plot the 
true azimuths as found above ; the re- 
sulting intersections of these rays de- 
termine the actual location of points 
C and D. 

d. Locating Observation Posts Reciprocally 
(fig. 126). OP 1 and OP 2 are intervisible. OP 2 is 
neither located nor oriented. OP 1 is located and 
oriented. OP 1 and X are known points and are 
plotted on the plotting board. The observer at 
OP 1 reads azimuth to OP 2. The observer at OP 2 
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Figure 125. Two-point resection. 

sets this azimuth ±3,200 mils on his instrument 
and sights on OP 1 which orients OP 2. OP 2 reads 
an azimuth to X. Rays are now drawn on the 
board at the correct azimuth from OP 1 and X to 
OP 2, thus locating OP 2. It is desirable to have 
more than one known point in order to check on 
the location of OP 2. 

144. OPERATING PROCEDURE 

a. General. The observers, plotting team, and 
switchboard operator form a highly coordinated 
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team; to function accurately and rapidly, a high 
degree of discipline must be maintained, and a 
definite procedure of operation must be followed. 
b. Organization and Duties. 

(1) Observer team. The observer team con- 
sists of a minimum of three men — ob- 
server, assistant observer, and recorder. 
Since observation posts must be manned 
continuously (24 hours a day) every 
man must be able to perform the duties 
of every other man in the team. Addi- 




linesfrom 0P1 & X Is 

location of 0P2 

Figure 126. Locating observation posts reciprocally. 
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tional men are necessary for an extended 
operation. Two men must be on duty at 
all times. The observer operates the in- 
strument and reads the horizontal and 
vertical angles; reports to the flash cen- 
tral all azimuths and sites to targets; 
announces accuracy of readings as Able, 
Baker, or Charlie (par. 136) ; executes 
all instructions from the switchboard 
operator; and maintains a record of 
his observations. The assistant observer 
maintains a constant lookout to locate 
targets, collect combat intelligence, and 
provide for local security; he keeps all 
necessary records and sketches at the 
observation post. 
(2) Plotting team. The plotting team consists 
of a minimum of three men — ^the arm- 
setter, the draftsman, and the computer. 
These may be supplemented by a re- 
corder, although the computer or the 
switchboard operator may serve as a re- 
corder if reports are not arriving from 
the observers too rapidly, 
(a) The armsetter sets and reads the mil 

scale of the plotting board. 
(&) The draftsman performs all drafting, 
reads coordinates and distances, as- 
sesses accuracy of location, and ma- 
nipulates the plotting board, 
(c) The computer determines the altitude 
of targets and performs any other 
necessary computations. Corrections 
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for curvature and refraction are ap- 
plied for distances over 5,000 yards 
(tab. XI). 

(d) The recorder maintains a record of the 
coordinates and altitude of each tar- 
get plotted, accuracy of each plot, de- 
scription of target, and time of loca- 
tion. This is recorded on (Record of 
Sound, Flash, and Radar Locations) 
DA AGO Form 6-6 (fig. 127). 
(3) Switchboard operator. The switchboard 
operator is responsible for communica- 
tion discipline and assists in observer 
control. He records and announces to the 
plotting team the reports from the ob- 
servers, and he transmits to the ob- 
servers data for orientation and approx- 
imate azimuths, 
c. Plotting Team Procedure. 

(1) Plotting azimuths. The armsetter sets 
off on the scale of the plotting board the 
desired azimuth and reports SET. The 
draftsman draws a ray from the proper 
observation post to the target area and 
reports LINE. 

(2) Reading azimuths from plotting board. 
The draftsman rotates the board until 
the two points between which the azi- 
muth is desired are properly aligned 
and commands READ. The armsetter 
then clamps the board and reads aloud 
the scale setting, for example, 2850.5. 

(3) Plotting targets. When rays from at least 
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three observation posts intersect, it may 
safely be assumed to be a target location. 
Keported azimuths from each observa- 
tion post are plotted as in (1) above. The 
draftsman reads the coordinates of the 
target and assesses the accuracy of the 
plot, announcing to the recorder CO- 
ORDINATES: 96156932, ACCURACY 
100 METERS. He also reads and an- 
nounces to the computer the distance 
from the observation posts as: DIS- 
TANCE FROM OP 2, 6,175 YARDS. 
The computer determines and announces 
the altitude of the target to the recorder 
as ALTITUDE, 517 YARDS. The re- 
corder records and repeats back the co- 
ordinates, altitudes, and nature of target, 
as he receives them. 
d. Testing Communication. Immediately upon 
completion of communication installations, the 
switchboard operator checks the switchboard cir- 
cuits by the tests prescribed in TM 11^39; he 
checks the line circuits by ringing each observer 
in turn. The test is essentially as given in the 
example below — 

Switchboard operator calls: OP 1. 
Observer answers: OP 1. 
Switchboard operator: PRESS YOUR OUT- 
POST SWITCH. If there is no signal, the 
switchboard operator makes proper adjust- 
ments. 

Switchboard operator: GIVE ME A RING. 
The observer rings the switchboard. 
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Switchboard operator: ROGER. 
This procedure is repeated, the switchboard 
operator calling each observation post in turn 
until all lines have been checked for outpost 
circuit, ringing circuit, and talking circuit. 
If radio is being used, the procedure must be 
modified to comply with radio procedure. 
e. Orienting Observers. All circuits having 
been checked, the switchboard operator furnishes 
each observer orientation data, proceeding as 
follows : 

Switchboard operator calls: ALL OP's RE- 
PORT WHEN READY FOR ORIENTA- 
TION. 

Each observer reports in turn : 
Observer: OP 1 READY. 

OP 2 READY . . . etc. 
When all observers have reported : 
Switchboard operator: ALL OP'S, ORIEN- 
TATION FOLLOWS. 
To each observer in turn : 
Switchboard operator: OP 1, ORIENTING 
POINT, CENTER OF TOWER ON LITTLE 
HILL, AZIMUTH 510S.2, ANGLE OF SITE 
PLUS 10. 

Each observer repeats back data to switch- 
board operator: 

Observer: OP l, ORIENTING POINT, CEN- 
TER OF TOWER ON LITTLE HILL, 5103.2, 
ANGLE OF SITE PLUS 10. 
When all observers have been oriented: 
Switchboard operator: ALL OP'S, REPORT 
WHEN READY TO OBSERVE. 

9487W>— 51— 21 
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Each observer replies in turn when ready to 
observe : 

Observer: OP 1, READY TO OBSERVE, 
When all observers have signified they are 
ready to observe: 

Switchboard operator (to the plotting team): 
All observers are ready to observe, 
f. Flash Ranging Location. 

(1) When a target is observed, the observers 
immediately signal the switchboard. 
Switchboard operator: OP 1 (2), (3), 
(U), REPORT. 

Observer at OP 1: 6093.4, ABLE, AN- 
GLE OF SITE MINUS 7.5, ENEMY 
GUN FIRING. 

The switchboard operator records these 
data on the flash ranging record, DA 
AGO Form 6-3a, (fig. 128) and repeats 
back the data to the observer loud enough 
for the armsetter of the plotting team to 
hear. He then calls the other observation 
posts in turn for their reports. The plot- 
ting team plots the target using the pro- 
cedure outlined in c above. 

(2) If only one observer reports the azimuth 
to a target, the switchboard operator 
calls for an estimation of distance from 
that observation post to the target. 
Switchboard operator: OP 1, REPORT 
ESTIMATED DISTANCE. 
Observer: 4500. 

The plotting team plots the approximate 
position of the target from these data 
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and reads from the plotting board the 
approximate azimuth to the target for 
each of the other observation posts, an- 
nouncing to the switchboard operator: 
Draftsman: OP 2, 1950. 

OP S, 2150, etc. 
The switchboard operator transmits 
these data to appropriate observers : 
Switchboard operator: OP 2, OBSERVE 
NEAR 1950, ENEMY GUN FIRING. 
(3) If any two observers signal the switch- 
board simultaneously, they are probably 
observing the same flash. The switch- 
board operator calls for their reports; 
the plotting team plots the rays and de- 
termines approximate azimuths to the 
target for all other observers. The proce- 
dure is the same as outlined in (2) 
above. 

Section IV. CONDUCT OF FIRE 

145. GENERAL 

a. Targets located by flash ranging normally 
are reported by coordinates. In the absence of a 
coordinate system common to both flash ranging 
and firing units, initial fire commands are deter- 
mined by the personnel at the flash ranging cen- 
tral using the M5 plotting board and transmitted 
to the firing units. Since the firing unit will be 
using the target grid, the azimuth from any suit- 
able observation post to the target can be used 
to orient the grid. If conditions are favorable 
for a flash ranging adjustment, WILL ADJUST 
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should follow the report of the target. Subsequent 
rounds of the adjustment are plotted at the flash 
ranging central as prescribed in paragraph 144c 
to determine the necessary fire commands to com- 
plete the adjustment. The same general principles 
apply in the conduct of fire by flash ranging as 
apply in conduct of fire by sound ranging. 

b. When the battalion is operating under cen- 
tralized control, reports of locations of targets 
are made to the battalion operations section. Mis- 
sions are evaluated and transmitted to the corps 
artillery fire-direction center; there they are as- 
signed as missions to a firing unit. The corps 
artillery fire-direction center also specifies the 
type of mission, the number of rounds to be 
fired, the channel of communication to be used, 
and designates a concentration number. Under 
decentralized control, targets are reported directly 
to the fire-direction center of the supported artil- 
lery unit. 

146. REGISTRATION (CENTER-OF-IMPACT) 
(HIGH-BURST) 

a. Observer Procedure. 

(1) When a firing unit requests the regis- 
tration, it should furnish the coordi- 
nates and altitude of the registration 
point so that the flash ranging observers 
may be oriented to bring the first burst 
into the field of view of their observing 
instruments. Time of flight and ON THE 
WAY should be announced by the firing 
unit to assist the observers in identify- 
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ing the burst. As soon as the round 
appears in the field of view of his ob- 
serving instrument, the observer applies 
the reticle readings to the instrument 
scales to place the instrument cross hairs 
on the point of burst, and "clamps the 
instrument." The scale reading (clamp- 
ing angles) are then reported to the flash 
ranging central. The instruments are 
not disturbed during the firing of the 
group of rounds for registration. Ob- 
servers report reticle readings for each 
burst as follows : 
(a) Observable rounds: RIGHT (LEFT) 
10, PLUS (MINUS) 5, ABLE (BA- 
KER, CHARLIE) (par. 136). 
(6) Observable rounds outside of the in- 
strument field of view: DOUBTFUL, 
(c) Nonobservable rounds: LOST. 
(2) The switchboard operator should check 
clamping angles at the completion of 
the registration. If these angles are not 
the same as reported initially, the obser- 
vations are unreliable and should be dis- 
carded. Particular care must be taken 
in reading the vertical angle. For cali- 
bration of instruments, see appendix III. 
b. Flash Ranging Central Procedure. The flash 
ranging central plots the initial round to make 
sure that all observers are observing the correct 
burst. Thereafter, all readings are evaluated by 
the flash ranging central, and erratic readings are 
rejected. The plot for the registration is made by 
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averaging the reliable readings for six rounds. 
Additional rounds may be requested if the de- 
sired results are not obtained because of erratic 
readings, lost rounds, or erratic dispersion of 
shell bursts. 

c. Center-of-Impaet Registration. The flash 
ranging unit may request that one or more 
orienting rounds be fired at its command to orient 
observers and assure positive identification of 
the initial rounds. Smoke shell may be specified 
to insure that the initial rounds are identified. 
The flash ranging unit may specify the number 
of rounds (usually six) and the time interval be- 
tween rounds to be fired in the group for regis- 
tration. The flash ranging unit commands FIRE 
for each of the initial orienting rounds ; the firing 
unit reports ON THE WAY for every round that 
it fires. When the registration is completed, the 
coordinates and altitude of the center of impact 
are reported to the firing battalion. 
- d. Sigh-Burst Registration. High-burst regis- 
tration may be used when impact bursts (shell 
HE or"3mefe€)';'wotiM-not-iye"."Kisible to observers. 
Groups of rounds are fired as in c above, and 
the coordinates and altitude of the center of 
burst are reported (FM 6-40). 

147. ADJUSTMENTS 

During adjustments, the firing unit reports 
ON THE WAY when the round is fired and 
SPLASH when the projectile is due to burst. 
The flash unit conducts fire using target grid 
procedure. The adjustment is continued until the 
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flash ranging unit estimates that the next shift 
will obtain effect on the target at which time it 
commands FIRE FOR EFFECT; adjustment by 
surveillance is continued during fire for effect. 

148. TRANSFER OF FIRE 

a. General. If surprise fire is desired and the 
target is located accurately, preliminary adjust- 
ment of fire on the target itself may be eliminated. 
It is the function of the firing battalion to deter- 
mine whether prior registration is necessary and, 
if it is, to choose the point for registration with 
the assistance of the flash ranging unit. The 
facilities of the flash ranging unit may be em- 
ployed also to conduct area adjustments and pre- 
cision adjustments for destruction. 

b. Example. 

(1) An enemy battery has been located by 
the flash ranging platoon of Battery A 
("Able Flash")., and is reported to the 
observation battalion command post as 
follows: FLASH REPORT, COORDI- 
NATES 96827943, ALTITUDE 315 
YARDS, ENEMY BATTERY, THREE 
PLOTS, ACCURACY 50 METERS, 
TIME OBSERVED 0900, WILL AD- 
JUST. 

(2) The observation battalion evaluates this 
report and reports to corps artillery fire- 
direction center: FLASH REPORT, CO- 
ORDINATES 96827943, ALTITUDE 
315 YARDS, ENEMY BATTERY LO- 
CATED BY ABLE FLASH, ACCU- 
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RACY 50 METERS, TIME OBSERVED 
0900, WILL ADJUST. 

(3) Corps artillery fire-diraction center di- 
rects the 170th Field Artillery Battalion 
to fire the mission with surprise fire and 
to use the flash platoon to observe regis- 
tration, if one is necessary; the corps 
artillery fire-direction center notifies the 
observation battalion of these arrange- 
ments. A concentration number is as- 
signed and the target location is given. 
The type and amount of ammunition to 
be fired on the target and the channel 
of communication to be used are speci- 
fied. 

(4) The observation battalion directs "Able 
Flash" to stand by to adjust the 170th 
Field Artillery Battalion; it assists in 
arranging direct communication between 
"Able Flash" and the fire-direction cen- 
ter of the 170th Field Artillery Bat- 
talion; and it announces the concentra- 
tion number. 

(5) The S3 of the firing battalion decides to 
obtain corrections from a six-round, 
center-of-impact registration. Direct 
communication is established between 
the fire-direction center of the firing 
battalion and "Able Flash." 

If time fire is used, additional rounds may be 
necessary to establish the proper height of burst 
over the registration point (auxiliary target). 
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ABLE FLASH 
TO FDC 


FDC TO ABLE 

FLASH 


REMARKS 




PREPARE TO 
OBSERVE CEN- 
TER-OF-IMPACT 
REGISTRATION; 
COORDINATES 
965790, ALTI- 

LKJUjIj OUU IaAX^O, 




b xvUUJNJJo. 


READY TO OB- 
SERVE; ONE 
ROUND, AT MY 
COMMAND; RE- 
PORT TIME OF 
FLIGHT, ON THE 
WAY, AND 
SPLASH. 


TIME OF FLIGHT, 




25 SECONDS . . . 


BATTERY IS 
READY. 


FIRE. 


ON THE WAY . . . 


Orienting 
round for 
flash platoon. 


<JPT A <3H 


ONE ROUND, 
FIRE. 


ON THE- WAY . . . 


Second 
orienting 
round. 




5 ROUNDS AT 
30-SECOND 
INTERVAL, FIRE. 


ON THE WAY . . . 


After the 5 
rounds are 
complete, the 
flash plotting 
team plots 
the CI and 
reports the 
coordinates 
and altitude 
to the FDC. 
The FDC 
determines 


SPLASH. 
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ABLE FLASH 
TO FDC 


FDC TO ABLE 
PLASH 


REMARKS 






corrections 
from these 
data. 


READY TO OB- 
SERVE CON- 
CENTRATION 
NO. 90. 


BATTALION 




FIRING FOR 


EFFECT . . . 


ROUNDS 


COMPLETE 


A.LL BATTERIES. 


CEASE FIRING, 
END OF MIS- 
SION; MISSION 
ACCOMPLISHED. 







149. COMPARATIVE CALIBRATION OF 
FRIENDLY ARTILLERY 

Comparative calibration is the comparison, 
under the same firing conditions, of range quality 
of a given piece with that of another piece ac- 
cepted as standard. The range of each piece is 
determined by firing. The center of impact of a 
group of six rounds or more is used to calibrate 
each piece for a given powder lot, projectile, and 
charge. The flash ranging unit performs the neces- 
sary survey work and observes the firing, report- 
ing the coordinates and altitude of each round 
to the firing unit. The procedure is similar to a 
center-of-impact registration (par. 146 and FM 
6-40). The firing of all pieces should be com- 
pleted in a short time to insure that all firing is 
conducted under the same weather conditions. 
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CHAPTER 9 
RADAR RANGING 



Section I. GENERAL 

150. DEFINITION 

Field artillery radar ranging is the procedure 
employed in locating the origin or the terminus 
of the trajectory of a projectile by calculations 
based upon radar observations of the projectile 
in flight. 

151. MISSIONS 

The radar sections of the field artillery observa- 
tion battalion perform both radar ranging and 
normal radar observation. Their missions include 
the following: 

a. Location of hostile weapons. 

6. Adjustment and registration of friendly 
weapons. 

c. Battlefield surveillance. 

d. Determining firing chart locations of friend- 
ly elements. 

1 52. BASIC THEORY OF RADAR 

a. The functioning of all radar equipment in- 
volves the following four basic steps. 

(1) A radio signal is sent out (transmitted) . 

(2) The transmitted signal strikes an object. 

(3) The transmitted signal is reflected in all 
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directions from the object. 
(4) An infinitesimal part of the reflected sig- 
nal returns to the radar and is picked up 
by the receiver. 
b. The interval of time between transmission 
of the signal and reception of the echo is depend- 
ent upon the distance from the radar to the ob- 
ject. In radar terminology this distance is called 
range. Since all radio signals travel at a constant 
speed of approximately 186,000 miles per second, 
the distance to a reflecting object can be found 
by measuring the time required for the signal to 
reach the reflecting object and return to the radar 
set. High frequency radio energy pulses of ex- 
tremely short duration are transmitted at regu- 
lar time intervals. This time interval is adequate 
to permit an echo from a particular transmitted 
pulse to return from the maximum range of 
the radar before another pulse is sent out or 
transmitted (fig. 129) . Radar antenna systems are 
directional and by utilizing these directional char- 
acteristics, it is possible to determine azimuth and 
elevation to an object. Thus, azimuth, elevation, 
and range from the radar to the object may be 
determined. 

153. PRESENT EQUIPMENT 

a. In practice, radar antennas are highly direc- 
tional. They can measure azimuth and elevation 
with an accuracy of ±1 mil. The range units of 
the radar can measure range with an accuracy 
of ±25 yards. A sector scan unit sweeps the an- 
tenna back and forth through an arc of selected 
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COARSE RANGE SCOPE 




Figure 129. Schematic diagram showing a radar trans- 
mitting a pulse and receiving the return echo from an 
artillery projectile. 
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size thereby limiting the radar pulses to a de- 
sired sector in azimuth. Although most of the 
material in this chapter is applicable to any radar 
set, some information applies only to tracking 
radars, a type which will detect and track a 
target passing through the air. Radars of the 
SCR-784 or SCR-584 type are tracking radars. 

b. A projectile is detected by seeing the echo 
as a bright spot on a cathode ray tube called 
the plan position indicator (PPI) scope. The 
position of the bright spot (echo) on the PPI 
scope indicates the range and azimuth from the 
radar to the projectile (fig. 130). The location of 




Figure ISO. Schematic drawing of a plan position indi- 
cator (PPI) scope showing a projectile echo. 
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the weapon or burst is determined by tracking the 
projectile through that part of the trajectory- 
visible to the radar and interpreting the record 
of this track. Figure 10 shows the Radio Set 
SCR-784, with the generating unit and plotting 
trailer in position. FM 44-45 covers the Radio 
Set SCR-784 and FM 44-44 covers the Radio 
Set SCE^84. 

Section II. SELECTION OF POSITION 

154. GENERAL 

There are many factors which influence the 
choice of a radar position. In addition to the 
usual considerations of cover, concealment, se- 
curity, routes of approach, survey, and communi- 
cations, a radar site requires consideration of 
clutter, the reflecting properties of projectiles, 
speed of targets, minimum and maximum range 
of the radar, and the effect of electrical screen- 
ing. The observation battery commander will 
designate the general areas for radar positions 
and assign zones of observation. It is essential 
that consideration be given to the proper co- 
ordination of radar sets to insure complete target 
area coverage. 

155. SHELL ASPECT 

a. General. One of the factors that affect the 
choice of a position is shell aspect. Shell aspect 
is a phenomenon that relates the angle formed 
between the reflecting surfaces of a projectile 
and the axis of the radar beam to the strength 
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of the signal returned to the radar antenna 
(fig. 131). This angle is defined as the angle 
formed by the intersection of the axis of the 
projectile and the axis of the radar beam. There 
are three general types of shell aspect : 

(1) Nose. This aspect results when projec- 
tiles are fired toward the radar. 

(2) Side. This aspect results when the direc- 
tion of fire is approximately perpendicu- 
lar to the axis of the radar beam. 

(3) Tail. This aspect results when the pro- 
jectile is fired away from the radar set. 




Figure 131. Shell aspect. 



h. Theory of Aspect. When a projectile in 
flight passes through a radar beam, it reflects 
radio energy. The intensity of the reflection 
(echo) depends upon (1) the angle at which the 
energy strikes the projectile; (2) the contour of 
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the projectile (fig. 132). Wlien tlie dimensions 
of a shell are of the same order of magnitude as 
the radar wave length, the shell acts as a direc- 
tional reflector; therefore, the aspect angle may 
be the most important factor. 

c. Effects of Aspect on Projectile Tracking. 
Side and tail aspects are, in general, favorable 
to tracking projectiles. Nose aspect returns a 
much weaker signal to the radar than either side 
or tail aspect (fig. 132) ; thus the maximum track- 
ing range for nose aspect is considerably less than 
for other aspects. 

d. Tactical Significance. Since weak signals 
cause difficulty in tracking, aspect angle must 
be considered in selecting a radar position. Side 
and nose aspects will most frequently be encoun- 
tered in the location of enemy weapons. Since 
best results are obtained from side aspect, it is 
desirable to emplace the radar sets as near to 
the flank of the zone of action as possible. This 
will also give flank or tail aspect in the adjust- 
ment of friendly artillery fire. 

156. SCREENING 

a. Clutter. Signals are received from objects 
such as dense woods, buildings, and sides of hills 
which lie in the radar beam. These unwanted 
signals cause fixed echoes to appear on the in- 
dicator scopes. Such echoes are known as clutter. 
Where clutter appears on the radar scopes, it 
will block or conceal any echoes from possible 
targets (fig. 130). For example, a projectile may 
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SHELL ENERGIZED FROM FLANK GIVES STRONGEST 
REFLECTION 




SHELL ENERGIZED FROM REAR GIVES WEAKER 
REFLECTION 



6~ 




SHELL ENERGIZED FROM FRONT GIVES WEAKEST 
REFLECTION 

Figure 132. Comparative strength and shapes of fields of 
radio energy reflected by a shell which has passed through 
a radar beam. 



not be detected if there is a fixed echo from some 
terrain feature at the same range and azimuth. 
Also to be considered is the fact that the radar 
beam is composed of the main lobe and side lobes 
(fig. 133). Echo signals may return from the side 
lobes and cause clutter from objects at azimuths 
other than that at which the antenna is pointing. 




RELATIVE STRENGTH OF FIELDS LOBE 

Figure 133. Side lobes. 

b. Minimizing Effect of Clutter. With radar 
equipment having a narrow beam, it is possible 
to eliminate clutter by elevating the beam. If 
projectiles are to be detected close to the ground, 
clutter must be minimized by siting the radar 
so that unwanted echoes are screened by the 
ground adjacent to the radar (a, fig. 134). Siting 
must be done carefully, for a high screening crest 
may result in the elimination of some of the pro- 
jectile echoes (b, fig. 134). It is desirable that the 
screening crest extend in azimuth beyond the 
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area to be searched in order to minimize the ef- 
fects of clutter from side lobes. Thus, the ideal 
radar position is a shallow terrain saucer. The 
rim of the saucer minimizes clutter in that por- 
tion of the PPI scope which represents the area 
being searched, but the rim must be low enough 
to permit the radar to receive echoes from the 
projectiles it is expected to track (c, fig. 134). 

157. RECONNAISSANCE 

a. Map Reconnaissance. As soon as the general 
radar position area is designated, a thorough map 
or photo reconnaissance should be made. This 
study should include — 

(1) Indication of landmarks forming limit- 
ing boundaries. 

(2) Choice of at least two routes over which 
the radar may be moved. 

(3) Determination of the locality and iden- 
tity of units occupying adjacent areas. 

(4) Selection of those portions of the gen- 
eral area which appear most likely to 
contain good radar sites. This selection 
is based on a consideration of which por- 
tions will give the best electrical screen- 
ing and the most favorable aspect angle 
in the zone to be searched. 

6. Ground Reconnaissance. Ground reconnais- 
sance should follow the map or photo reconnais- 
sance to insure speedy occupation of position. 
Road conditions and overhead clearances should 
be noted and a defiladed route of approach se- 
lected. 
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CORRECT SITING 




a. CORRECT Siting - Screening crest minimizes 

CLUTTER IN SECTOR OF SEARCH 



INCORRECT SITING 
CLUTTERED SCOPE 




C. Incorrect Siting - High screening crest 
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Figure ISJt. Siting, 



158. SURVEY 

a. General. Accuracy of survey is important 
because any error in determining the location of 
the radar will cause corresponding errors in tar- 
get locations made by that radar. Survey control 
is normally brought to the antenna position or 
to a placemark in the vicinity by survey teams. 

h. Requirements. The E-, N-, and Z-coordinates 
of the radar antenna must be determined. A line 
of known direction (orienting azimuth) from the 
antenna to a prominent terrain feature or stake 
must also be determined. These survey require- 
ments are the same as those for a firing battery. 

c. Procedure. 

(1) Deliberate occupation of position. As 
soon as the radar position has been se- 
lected, the battery commander is noti- 
fied so that the radar position may be 
included in the battery isurvey plan. 

. Wherever possible, survey control should 
be brought to the radar position before 
the radar set is emplaced. Operation is 
not delayed, however, while waiting for 
survey control. Assumed coordinates 
may be used to designate initial target 
locations. Conversion to true coordinates 
is made when true control becomes avail- 
able. 

(2) Rapid occupation of position. In a rap- 
idly moving situation where observed 
firing charts are used by friendly artil- 
lery, it is possible to tie the radar set 
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in to the assumed control of an observed 
firing chart by the following method, 
(o) The radar is oriented in azimuth by- 
means of a declinated aiming circle. 

(b) An artillery unit gives the radar sec- 
tion its observed-firing-chart coordi- 
nates (E, N, and Z) of a point in the 
sky which is near its base point and 
high enough to be observed by the 
radar. This point is plotted on the 
radar operations chart. 

(c) The artillery unit fires six or more 
rounds (air bursts) with data that 
will cause the projectiles to burst at 
the designated point; the radar sec- 
tion observes these rounds and deter- 
mines the azimuth, elevation, and 
range to the burst center from the 
radar (par. 165d) . 

(d) A ray is drawn on the radar opera- 
tions chart from the plotted burst cen- 
ter toward the radar (back azimuth 
of the radar-to-burst-center azimuth) , 
and the radar is plotted at the meas- 
ured radar-to-burst center range. The 
vertical interval (radar-to-burst-cen- 
ter) is subtracted from the Z-coordi- 
nate of the burst center to determine 
the altitude of the radar. The radar is 
now located on the observed-firing- 
chart control. 

(e) A less accurate alternate method is 
to locate the center of impact of six 



rounds fired at a point in the vicinity 
of the base point (par. 165cE). The 
radar tracks the projectiles. An esti- 
mate of the vertical interval between 
the radar and the center of impact is 
made. The best available data should 
be used, but the effect of error in this 
estimate will be partly canceled by 
error in subsequent radar locations 
of enemy weapons in the same general 
area. The plots are interpreted and 
azimuth and range are determined to 
each of the six bursts. The radar is 
placed on the observed-firing-chart 
control as outlined in (d), above. 
(/) A new radar operations chart is set 
up when survey control arrives, and 
targets located on the observed firing 
chart are transferred to the new oper- 
ations chart. 

159. CLUTTER AND COVERAGE 

a. General. As soon as the radar is placed in 
operation, clutter diagrams and coverage dia- 
grams should be made for the sector of search 
and for any area that might be an alternate sec- 
tor. This will permit evaluation of the site for 
trajectories of various maximum ordinates. 
From a knowledge of the trajectories of vari- 
ous weapons, it will be possible to determine 
the effective ranges of operation against these 
weapons. At high screening angles and long 
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radar ranges, the trajectories of some enemy 
weapons will never reach the radar beam, or 
only a small portion of the trajectory will be 
observable. Thus, a complete evaluation of the 
site will depend not alone upon a clutter diagram 
but upon a consideration of both clutter and 
coverage diagrams. Copies of the clutter dia- 
grams and coverage diagrams are filed with the 
radar log. 

b. Clutter Diagram. A clutter diagram is a 
reconstruction of the presentation seen on the 
PPI scope and shows the clutter in the area to 
be searched (fig. 135). In making the diagram, 
the reflector is set at the elevation of the screen- 
ing crest, and the range that will be used in 
projectile detection is used (10,000-yard range 
on present counterbattery radar)^ The diagram 
should be made for various elevations starting 
at the screening elevation and increasing in in- 
crements of 50 mils up to 150 or 200 mils eleva- 
tion, or to an elevation at which no clxitter ap- 
pears. Clutter outside the area of search normally 
will not affect operation. A small amount of 
clutter in the area will not prevent effective oper- 
ation. 

c. Coverage Diagram. Figure 136 shows a 
coverage diagram for a specific site. The center 
of the diagram represents the radar location. The 
contour lines connect points of equal altitude. 
The distances from the center of the diagram to 
the contour lines represents the maximum slant 
range at which a projectile at that altitude is 
visible to the radar. The diagram should be kept 
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n 50 MIL ELEVATION 
WZ^ 100 MIL ELEVATION 
■1150 MIL ELEVATION 

Figure 1S5. Clutter diagram. 

as simple as possible. Steps in the construction 
of a coverage diagram are as follows: 

(1) Elevate or depress the antenna until the 
horizontal crosshair of the orienting 
telescope is tangent to the horizon at 
either edge of the assigned sector of 
search. Record the azimuth and the 
angular height of the horizon. 

(2) Repeat the action described in (1) above 
throughout the sector of search at each 
200 mils in azimuth and at any other 
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□ 300 YARD ALTITUDE 
VS^ 400 YARD ALTITUDE 
■1 500 YARD ALTITUDE 

Figure 136. Coverage diagram. 

azimuth where there is a sharp de- 
parture in the uniformity of the hori- 
zon. 

(3) Calculate the slant ranges for each angu- 
lar height measured for selected alti- 
tudes of 300, 400, and 500 yards using 
the formula: 

c, , Selected altitude 

Slant range = 

Sine angle of elevation 

of the radar reflector 
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(The altitude levels chosen are optional 
and should meet existing requirements.) 

(4) Plot the recorded slant range for a par- 
ticular altitude on polar coordinate pa- 
per at each azimuth at which readings 
were taken. 

(5) Draw in a contour line by connecting 
the plots for a particular altitude with 
a continuous, smooth curve and label 
according to altitude in feet. 

(6) Plot the slant ranges for the other alti- 
tudes in the same manner. Draw in con- 
tour lines, and appropriately label each 
contour line. 

Section III. WEAPON LOCATION 
160. GENERAL 

Maximum use should be made of organic ob- 
servation facilities to enable the radar to search 
only in areas of known activity and to allow the 
radar operators to rest during periods of in- 
activity. Continuous observation of an indicator 
scope causes severe eyestrain and mental fatigue. 
This may result in failure to detect target echoes. 
The radar operators should alternate in observ- 
ing the PPI scope during periods of search. The 
state of training of an operator is also an impor- 
tant factor in the detection of targets. Targets 
which return weak signals, whether because of 
an unfavorable aspect angle or the reflecting 
properties of the target, may not be noticed if 
the operator is not skilled. Also, because of the 
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relatively small size of the targets normally sought 
by a field artillery radar, the equipment must be 
expertly tuned and operate at the peak of its per- 
formance. A crew should be on duty no longer 
than 8 hours at a time, and at least 1 hour should 
be devoted to maintenance of the equipment for 
each 8 hours of operation. Whenever electrical or 
mechanical difficulties render the radar inopera- 
tive, the battery commander must be notified im- 
mediately, 

161. PRE-OPERATION PROCEDURE 

After the radar is emplaced, it is put in oper- 
ation, tuned, adjusted, and oriented as prescribed 
in FM 44-45. If an automatic plotter is used it 
must be synchronized and calibrated with the 
radar. 

162. OPERATION WITH AUTOMATIC PLOHER 

a. Searching and Tracking Procedure. The 
chief radar operator designates the sector to 
be searched. For example: SEARCH SECTOR, 
AZIMUTH 3,000, 400 RIGHT, 400 LEFT. The 
sector of search may be outlined on the PPI scope 
with china marking pencil. Search is conducted 
at the minimum elevation where clutter will not 
prevent target detection. When a projectile passes 
through the beam, an echo in the form of a bright- 
spot appears on the PPI scope. When this bright 
spot is detected on the PPI scope, search is stopped 
immediately. The range, azimuth, and elevation 
at which the projectile echo appeared are noted 
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and recorded as a pick-up point, and the radar 
antenna is positioned to observe this point. Suc- 
ceeding rounds from the same piece will normally 
pass through or very close to this pick-up point. 
Even though changes in elevation or deflection are 
made at the guns during the firing of a single 
mission, the effective width of the radar beam 
will normally permit detection and tracking of 
succeeding rounds. Upon the appearance of an- 
other projectile echo, the radar automatically 
tracks the projectile throughout that portion of 
the trajectory visible to the radar, 
6. Locating Procedure. 

(1) General. Data supplied by the radar 
must be converted to data which can be 
plotted on a grid sheet and weapon- 
location coordinates obtained. Accuracy 
and speed are important in this phase of 
the operation. 

(2) Preparation. The location of the radar 
is plotted on a grid sheet, and azimuth 
reference lines are drawn 100 mils apart 
to expedite subsequent plotting of azi- 
»muths (fig. 137). 

c. Plotter. An automatic plotter (fig. 138) in- 
stantaneously plots the height, slant range, and 
azimuth of a projectile against time, as the radar 
tracks the projectile through space. When an auto- 
matic plotter is used, it must be synchronized and 
calibrated with the radar to insure that data read 
from the plotter record corresponds exactly with 
the data produced by the radar. For detailed in- 
formation concerning the automatic plotter, see 
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FM 44-45. 

d. Plot Interpretation. 

(1) Height plot. The key to plot interpreta- 
tion is the height plot. As three pens on 
the plotter record height, azimuth, and 
slant range versus time, a fourth pen 
which is fixed plots the ground line 
which represents the altitude of the 




Figure 137. Radar operations chart. 



radar (fig. 139). This ground line is 
the line of zero reference for the height, 
azimuth, and slant range pens; height, 
azimuth, and slant range are all meas- 
ured as a distance above this zero- 
reference line. To locate a weapon after 
the projectile has been tracked, the 
range and azimuth must be read at 




Figure 1S8. A type automatic plotter. 
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"zero time." Assuming that the weapon 
and the radar are at the same altitude, 
this "zero time" is the instant in time 
at which the height of the projectile is 
zero. Thus, if the height plot can be 
extended backwards (extrapolated) ac- 
curately to the ground line, the inter- 
section of the height plot and the ground 
line will indicate the point on the time 
axis at which the range and azimuth 
should be read to locate the weapon. 
Since the plot of height versus time for 
any projectile approximates some por- 
tion of a specific parabola, any two tra- 
jectories having the same maximum or- 
dinates will have approximately the same 
height-time plot regardless of muzzle 
velocity, elevation, or range fired. Figure 
140 illustrates that a mortar projectile 
and an artillery projectile, each attain- 
ing the same maximum ordinate, will be 
at the same height above the weapon at 
the same elapsed time after firing. It 
will be observed that in a trajectory 
plot the horizontal axis is range and 
in a height-time plot the horizontal axis 
is time. A celluloid parabola is used as 
a curve to extrapolate the height-time 
plot. This parabola may be prepared 
from a sheet of plexiglas. Using the 
maximum ordinate of the parabola as 
the origin, -the parabola is engraved on 
the plexiglas by: plotting y (height) 



equal to minus 16i^ (time) using the 
same scale for height and time which 
the plotter records. The parabola is cut 
out of the sheet and is then ready for 
use. In practice, this plexiglas parabola 
is carefully fitted against the ascending 
or descending branch of the plot, de- 
pending on whether extrapolation to de- 
termine the weapon or the burst loca- 
tion is desired. No attempt is made to fit 
the celluloid parabola to the entire plot. 
The point at which the extrapolated 
height plot intersects the ground line 
is the point of "zero time" only if the 
radar and weapon are at the same alti- 
tude. If vertical control of the target 
area is available, the first location ob- 
tained may show the terrain in the vicin- 
ity of the weapon to be considerably 
above or below the radar. If the weapon 
is below the radar, "zero time" is the 
point at which the extrapolated height 
plot intersects a line parallel to the 
ground line and below it by the differ- 
ence in altitude (radar-weapon). If the 
weapon is above the radar, "zero time" 
is determined by the intersection of 
the extrapolated height plot and a line 
parallel to the ground line and above it 
by the difference in altitude (radar- 
weapon) . 

(2) Azimuth plot. In order to read the azi- 
muth at "zero time," the azimuth plot 
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TIME - 

SOLID PORTIONS OF EACH PLOT ARE AS RECORDED BY PLOTTER 
DOTTED PORTIONS INDCATE PLOT INTERPRETATION 



Figure 1S9. Record from an automatic plotter. 

must also be extended backward or ex- 
trapolated. Information concerning cor- 
rect extrapolation procedure may be ob- 
tained by a study of an ideal trajectory 
(no air resistance) . Figure 141 shows the 
relative locations of the guns and radar. 
Three azimuth plots are shown repre- 
senting azimuth-time plots for ideal tra- 
jectories fired by the weapons placed 
with respect to the radar as shown in 
figure 141. Plot K is the special case 
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where the azimuth of fire is the same 
as the radar-weapon azimuth. In plots 
L.and M, the weapon is shooting across 
the front of the radar, and the radar 
beam is perpendicular to the trajectory 
at the mid-point. Both plot L and plot 
M are complete plots from weapon to 
burst, and both are symmetrical above 
A, the point of inflection. However, the 
radar beam is not usually perpendicular 
to the trajectory at the mid-point. An 
example of the complete weapon-to-burst 
azimuth plot in a case where the beam 
is not perpendicular to the trajectory at 
mid-point is the plot from B to D along 
plot M where B is at "zero time." Nor- 
mally, however, the radar only tracks a 
portion of the trajectory giving, for 
example, the plot from B' to D'. If the 
point of inflection {A) can be deter- 
mined, the curvature from C to C can 
be used as a guide in extrapolating from 
B' back to B because of the symmetry 
about point A. This guidance is only 
available for plots where the point of 
inflection occurs in the first half of the 
plot. Using the above information, the 
azimuth plot is extrapolated using a 
straightedge, French curve, or a curved 
portion of the plexiglas parabola. 
(3) Range plot. Since this is slant range 
versus time, the range plot is not a 
regular curve even for an ideal trajec- 



a. RELATIVE POSITIONS Of=' GUNS 8 RADAR 




b. RESULTING AZIMUTH PLOTS 



Figure HI. Relative positions of guns and radar and 
resulting azimuth plots. 



353 



tory. A study of the aspect angle, type 
of fire, and range to the weapon will 
aid an experienced interpreter in deter- 
mining what type of plot to expect. The 
range plot is extrapolated by use of a 
French curve, straightedge, or a curved 
portion of the plexiglas parabola in 
the same manner as for the azimuth plot. 
(4) Radar plot-heading scale. The radar plot- 
reading scale is a plexiglas rectangle 
engraved with height, range, and azi- 
muth indices (fig. 142). These indices 
are vertical lines and are separated hori- 
zontally by the same distance as the 
horizontal offset between the respective 
data-recording pens. The indices are 
graduated vertically from a reference 
line which corresponds to the ground 
line on the plot. This reference line rep- 
resents the zero height and range gradu- 
ation and any hundred mil azimuth 
graduation (dependent on plotter azi- 
muth synchronization). Radar to pro- 
jectile data can be read directly from 
the plot. In weapon (burst) location, the 
radar plot-reading scale is placed with 
the scale reference line coincident with 
the plot ground line, and is moved hori- 
zontally until the height index intersects 
the extrapolated height plot at the rela- 
tive height of the weapon (burst) with 
respect to the radar. With the radar plot- 
reading scale so placed, the azimuth and 



range to the weapon (burst) are read 
at the point where the range and azimuth 
plot extrapolations intersect the range 
and azimuth indices. 
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Figure H2. The radar -plot-reading scale. 
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(5) Ground projection of trajectory. In some 
cases the portion of the trajectory 
tracked may be so small that an accu- 
rate location by the above methods is 
impossible. It may be worth while in 
such cases to construct the ground pro- 
jection of the trajectory. Using the 
height and slant range at any instant, 
the horizontal range may be computed. 
This is done for four or five points along 
the record, and the azimuth is read at 
each of these points. These points are 
then polar-plotted on the operations 
chart, and the straight line that most 
nearly joins them is drawn. This is the 
line of fire ; it will pass very close to the 
weapon. Interpretation of the remain- 
der of the plot will give some informa- 
tion as to where along the line of fire 
the weapon is located. Such information 
will be valuable for photo interpreta- 
tion and for other intelligence agencies. 

163. OPERATION WITHOUT AUTOMATIC PLOTTER 

a. General. When the automatic plotter is not 
employed, the determination of weapon locations 
is less accurate. In this case, weapon locations can 
be determined by interpretation of radar data 
read at regular time intervals. 

b. Searching and Tracking Procedure. Search- 
ing and tracking procedure is the same as de- 
scribed in paragraph 162a, 
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c. Locating Procedure. 

(1) Preparation. The draftsman prepares 
the grid sheet for conversion of radar 
data to weapon coordinates. The radar 
position and azimuth reference lines are 
plotted (fig. 137). 

(2) Determination of data. When the control 
switch is thrown to AUTOMATIC by 
the range operator to track a shell, a 
stop watch is started and slant range, 
azimuth, and elevation are read, an- 
nounced, and recorded. Readings are re- 
peated, usually at 2- to 4-second inter- 
vals, as long as the projectile is being 
tracked. 

(3) Computation. Since horizontal or ground 
ranges are used in determining the loca- 
tions of ground installations, the slant 
range as read from the radar must be 
converted to horizontal range. This is 
done by multiplying the slant range by 
the cosine of the angle of elevation. Alti- 
tude is computed by multiplying slant 
range by the sine of the angle of eleva- 
tion. These computations can be per- 
formed on the military slide rule. 

(4) Plotting. After the above computations 
have been made, the azimuth, horizontal 
range, and altitude of three or more 
points on the trajectory are available. 
The azimuth and horizontal range are 
plotted on the grid sheet from the plotted 
radar position, and a straight line is 
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drawn through the points determined. If 
the location of the points is such that 
a straight hne cannot be drawn through 
them, the line which most nearly in- 
cludes all the points is drawn. This line 
is the horizontal projection of the tra- 
jectory. Perpendiculars to the projec- 
tion are drawn through each of these 
plotted points, and computed altitudes 
for each point are laid off on the cor- 
responding perpendiculars. This pro- 
cedure locates the points on the trajec- 
tory, and by connecting the points with 
a freehand curve, the ascending or de- 
scending branch of the trajectory can 
be reconstructed (fig. 148). The inter- 
sections of this reconstructed trajectory 
with the horizontal projection will de- 
termine the location of the weapon 
firing or the location of the burst. Simple 
freehand sketching of the trajectory 
curve will give satisfactory results. If 
a straight line is drawn through the first 
two or last two altitude points, it will 
intersect the horizontal projection at 
some point beyond the true location of 
the gun or the burst. This point of inter- 
section will serve as a limiting point in 
sketching a freehand trajectory curve. 
The lower the elevation of pickup, and, 
therefore, the closer the first altitude 
point is to the direction of fire line, the 
more accurate will be the determination 



of the weapon location. When the radar 
position prevents tracking the projec- 
tile from a relatively low altitude, the 
points will be too high to permit accu- 
rate extrapolation. It is desirable that 
the pickup elevation be less than 100 
mils. Higher elevations are acceptable 
at shorter ranges. The draftsman next 
plots the coordinates of the weapon lo- 
cation, as obtained above, on a contoured 
map. If the altitude of this location dif- 
fers materially from that of the radar, 
a correction may be applied by shifting 
the located point forward or backward 
along the horizontal projection of the 
trajectory. "Unless the correction is 
greater than 50 yards, it will probably 
fall within the expected error of this 
method as a whole. As soon as the co- 
ordinates of the weapon are determined, 
they are forwarded to the battery head- 
quarters. 

Section IV. REGISTRATION AND ADJUSTMENT 
OF FRIENDLY FIRE 

164. ADJUSTMENT OF FIRE 

a. General. The adjustment of field artillery 
fire is discussed in FM 6-40. A radar sited for 
weapon location can be used to adjust friendly 
artillery fire on any target whose location rela- 
tive to the radar is known. Using the SCR-784 
for adjustment, the fire of weapons having rela- 
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Figure H3. Trajectory plot. 



tively low muzzle velocities and high maximum 
ordinates can be more accurately adjusted than 
the fire of high- velocity, flat-trajectory weapons. 
Operation procedure is the same for weapon 
location (pars. 160-162) except that the plotter 
record is interpreted to locate the terminus in- 
stead of the origin (fig. 144) . 
6. Steps in Adjustment. 

(1) At the fire-direction center of the firing 
battalion, the target grid is centered on 
the target with the azimuth index of 
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Figure m. Record interpreted to locate a shell burst 
or point of impact. 



the target grid oriented to coincide with 
the radar-target azimuth. 
.(2) The adjusting piece fires, using the best 
available data on the target to be at- 
tacked, at the command of the radar 
section. The radar searches for the 
friendly projectile to determine a pick- 
up point. After finding a pickup point, 
succeeding rounds are tracked and 
points of impact located. 
(3) (a) The radar-target azimuth and range 
are obtained from the radar operations 
chart. After each round is tracked, 
the record is interpreted to give the 
range and azimuth from the radar 
to the point of impact or burst. Cor- 
rections in yards for direction and 
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range relative to the radar's line of 
observation are sent to the fire- 
direction center. The radar-burst azi- 
muth is compared with the radar- 
target azimuth. Tlie direction correc- 
tion is equal to the azimuth error in 
mils multiplied by the radar-target 
range in thousands of yards. If the 
radar-burst azimuth is the greater of 
the two azimuths, the correction is 
left; if it is the smaller, the correction 
is right. The range correction is the 
difference between radar-target range 
and radar-burst range applied so as 
to move the burst to the target. 
For example: 

Azimuth Direction Ramjje 

Radar to target 
from operations 

chart. 1340ji/i 6400 

Radar to burst 
from trajectory 

record. 1320iJ^ 6600 

Correction to RIGHT DROP 

FDC in yards. 128(20x6.4) 200 

(6) An alternate method of determining 
corrections is as follows: 
1. Center a target grid on the target 
on the radar operations chart with 
its azimuth index oriented to co- 
incide with the radar-target azi- 
muth. 



2. Polar-plot each burst from the ra- 
dar's chart location. 

3. Read the corrections on the target 
grid. The adjustment is continued 
until corrections are small entough 
to warrant firing for effect (FM 
6-40). 

(4) Fire for effect may be tracked and lo- 
cations obtained for surveillance of fire. 
When tracking a battery volley, the 
radar may jump from projectile to pro- 
jectile causing inaccuracies in locations. 

c. Radar and Adjtisting Battery not Located 
on Same Control. In this case a pickup point near 
the adjusting piece is required. The record of the 
first round tracked is interpreted to determine 
both the location of the burst and the location 
of the adjusting piece. The coordinates of the 
target, the adjusting piece, and the radar-target 
azimuth are sent to the fire-direction center con- 
ducting the adjustment. After this, the procedure 
is that described in b above. 

d. Radar and Adjusting Battery Located on 
Same Control. 

(1) The radar sends the radar-target azi- 
muth to the fire-direction center and 
requests the coordinates of the adjust- 
ing battery. Plotting the adjusting bat- 
tery enables the radar section to com- 
pute pickup data. The procedure is that 
described in b above. 

(2) In this case a low pickup point is not 
essential since only the descending arc 
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of the trajectory is interpreted. Adjust- 
ment of fire can be expedited by deter- 
mining a pickup point prior to starting 
the adjustment. Laying the radar in 
azimuth, elevation, and range to the 
pickup point is done prior to starting 
the adjustment. 

165. REGISTRATION OF FRIENDLY ARTILLERY 

a. General. Registration of friendly artillerj' 
may be accomplished, using the SCR-784, by 
either the center-of-impact or high-burst method. 
Center-of-impact registration may be performed 
by the normal ground-burst procedure or by com- 
putation at a selected datum plane above the 
ground. 

b. Center of Impact. A center-of-impact regis- 
tration may be accomplished by having the ad- 
justing weapon fire six rounds at the same eleva- 
tion and deflection. Each round is tracked and 
the burst location obtained as described in para- 
graph 164. The center of impact of the rounds 
is determined and reported to the adjusting unit. 
Base point or check point registration is obtained 
by finding the center of impact of six rounds 
fired at the base point or check point. 

c. Center-of -Impact Registration at Selected 
Datum Plane. When using an automatic plotter, 
a more accurate registration may be accomplished 
in the following manner: Six rounds are tracked 
to the lowest elevation possible. The records from 
the plotter are examined, and on each record, the 
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height at which the radar ceased tracking the 
projectile is noted. The greatest of these heights 
(H) will be a height at which the radar was still 
tracking each of the six rounds. On each of the 
records, a line parallel to, and at height H above, 
the ground line is drawn to intersect the height 
plot (fig. 145). The slant range and azimuth are 
then read at this point of intersection. These data 
determine the points where each of the six rounds 
penetrated a horizontal plane at H height above 
the ground. The ranges and azimuths so measured 
are averaged and the mean point of penetration 
of the horizontal plane is polar-plotted on the 
radar operations chart with reference to the radar 
location. It is unnecessary to convert slant range 
to horizontal range. The coordinates and altitude 
of the mean point of penetration are reported as 
a center of impact to the adjusting unit. There 
is no extrapolation error in this method since all 
data are read at points where the radar was 
actually tracking the projectile. 

d. High-burst Registration. A high-burst regis- 
tration may be conducted by radar. A procedure 
similar to that for antiaircraft artillery trial fire 
spotting (FM 44-45) is used. The height of burst 
may be computed by the mil relation. The burst 
center must be visible to the radar. The radar 
is laid on the azimuth, elevation, and range 
to the expected burst center. Orienting rounds are 
fired to allow corrections in pointing data to be 
made if necessary. The azimuth and elevation 
deviations of succeeding bursts are read in the 
telescope mounted on the antenna and the range 
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Figure US. Interpreting the plot of one round of a cen- 
ter-of-impact registration at a selected datum plane. 

read on the radar range scope. With the SCR-784 
or similar type equipment, this is the most accu- 
rate type of registration. 



Section V. OTHER MISSIONS 
166. BATTLEFIELD SURVEILLANCE 

a. General. Counterbattery radar can be used 
to detect moving targets to which it has line-of- 
sight observation. The nature of these targets 
may vary from a walking man to a moving tank 
column. The range at which such detection is 



366 



possible will depend upon the size of the target 
and the speed of movement. The radar as pres- 
ently developed should never be used to search 
the entire hostile area, but should be used to 
observe several small sectors of suspected ac- 
tivity. 

b. Considerations Affecting Use of Radar for 
Battlefield Surveillance. This use of the radar 
requires that it be sited on a crest or forward 
slope for line-of-sight observation to the target 
area. So sited, the radar cannot perform its mis- 
sions of hostile weapon location or the adjust- 
ment of friendly fire. Such location places very 
valuable equipment in a hazardous position. Cer- 
tain weather conditions — ^wind and heat — may 
hamper or prohibit its use for battlefield sur- 
veillance. Considering these factors, counterbat- 
tery radar should only be used for surveillance 
when — 

(1) Visibility is poor owing to darkness, 
fog, or smoke. 

(2) The importance of the targets that may 
be detected justifies the risk to the 
equipment and the diversion of the radar 
from its mission of weapon location. 

c. Selection and Occupation of Position. The 
only absolute requirement of a radar site for 
surveillance is that it have line-of-sight observa- 
tion to the target area. A ground observation post 
that has visual observation to the target area 
will permit radar observation to the same area. 
Since radar prime movers are noisy, the site 
should be out of hearing distance of the enemy 
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front lines. Radars which utilize a 10 cm. wave 
length (S-Band radars) can operate satisfactorily 
through light trees, brush, camouflage nets (non- 
metallic), or from within a light frame building 
In any of the above cases, the maximum range 
is decreased, the amount varying with the nature 
and thickness of the material through which the 
radar is observing. Radars of shorter wave length 
are less able to penetrate such materials. If such 
camouflage and a concealed route of approach are 
available, the radar may occupy the position dur- 
ing daylight. If the position is occupied after 
darkness, survey, communication, and digging of 
individual shelters should be completed before 
occupation of position. 

d. Orientation. Since the position is normally 
occupied after dark, the selection of a suitable 
azimuth orienting point is important. Elevation 
orientation is not critical for moving target detec- 
tion. If a radar with an offset beam is used, the 
effect of the offset may be compensated for by 
applying the proper corrections. Polarizing the 
antenna in a vertical position gives more exact 
azimuths, and the offset correction is made by 
changes in elevation of the reflector. Polarizing 
the antenna in a horizontal position gives more 
exact elevations, but corrections must be applied 
to all azimuth readings. 

e. Preoperation Procedure. As soon as the 
radar is placed in operation, clutter diagrams 
should be made for each sector of search. The 
clutter diagram is made at the reflector eleva- 
tion giving the strongest fixed echoes in the 



368 



sector of search (par. 141). 
/. Search Procedure. 

(1) The assigned sectors are searched in 
steps of 30 to 40 mils at each azimuth 
setting. The operator positions the re- 
flector in elevation for maximum fixed- 
echo strength and examines the indi- 
cator for targets. 

(2) Once an echo on the indicator has been 
identified as a target, the radar range, 
azimuth, and elevation are adjusted to 
maximize the echo. 

(3) After the target echo is maximized, the 
range and azimuth to the target are 
read and reported to the plotter. 

(4) The target is polar-plotted from the grid 
sheet location of the radar, and the tar- 
get location reported to the observation 
battery command post. For moving tar- 
gets the report should include speed and 
direction of movement. 

g. Moving Ground Targets. 

(1) The detection of a target in motion 
requires a thorough knowledge of the 
type of signal to be expected. For dis- 
cussion, see FM 44-44 or FM 44-45. 
The character and texture of the signal 
will identify the target as to type. The 
strength considered in conjunction with 
range will indicate the size. A moving 
target passing over terrain that causes 
fixed echoes will cause a moving target 
signal to appear in the top of the fixed 
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echo. Considerable practical experience 
is essential to permit an operator to 
correctly identify echoes of this type. 
(2) Swaying grass and trees or heat waves 
may cause fixed echoes to have the same 
appearance as moving target echoes. 
These false moving tai'get echoes may 
swell and fade in strength but will not 
move in range or azimuth. An experi- 
enced operator can detect a true moving 
target echo among false ones since the 
target echo moves in range, azimuth, 
or both. 

h. Stationary Ground Targets. The location 
of stationary targets is based on familiarity with 
the clutter diagram and a study of its changes, 
both being tied into map and photo studies. An 
echo that appears where there was no fixed echo 
before is probably a target and should be investi- 
gated further. 

167. FIRING CHART LOCATION OF FRIENDLY 
ELEMENTS 

a. General. A radar sited for hostile weapon 
location can obtain the approximate firing chart 
locations of friendly elements. Any survey loca- 
tions obtained by radar will be on the same con- 
trol as the radar. There are two general methods 
of obtaining the locations of friendly batteries 
by radar. Both methods are expedients because 
neither can insure the accuracy required of field 
artillery survey. An advantage of survey by radar 
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is that it offers a rapid method of locating many 
batteries of artillery on the same control when 
terrain or other conditions makes normal survey 
operations difficult or impossible. 
b. High-Burst Method. 

(1) In this method, the battery centers are 
actually located by three-point resection. 
Three-point resection requires that the 
angles between three points whose loca- 
tions are known be measured at the 
point whose location is desired (par. 83) . 

(2) In this particular case, the radar lo- 
cates three or more high air bursts. 
The angles between bursts are measured 
at the batteries to be located (fig. 146). 
The burst locations must be carefully 
chosen. The bursts must be visible to 
all batteries concerned and, for accurate 
resection, the angles between bursts, as 
measured at the batteries, should be as 
large as possible. If possible, the bat- 
teries should be given the anticipated 
location of each burst. 

(3) In order to orient the radar on the point 
of burst, several bursts may be required 
at each point. The same bursts that ori- 
ent the radar can be used to orient the 
observers at the firing batteries. In per- 
forming the resection, it is imperative 
that the firing batteries use the hori- 
zontal angles measured between the 
rounds that the radar actually locates. 
To avoid errors, the radar must have 
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Figure 146. Locating a gun by resection using radar. 



telephone or radio communication with 
the batteries firing and observing the 
bursts. Communication between the ra- 
dar to ascertain that the firing batteries 
can observe each burst; it also enables 
the radar to notify the firing batteries 
when to shift to the next burst location. . 
The radar locates each burst as described 
in paragraph 165d. Using range, azi- 
muth, and elevation to each burst and 
the radar's coordinates, the E-, N-, and 
Z-coordinates of each burst may be 
computed. 

(4) The radar section reports that coordi- 
nates and altitude of each of the located 
bursts to the firing battalions or bat- 
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teries concerned. The vertical angle to 
any one burst will give a firing battery 
vertical control. The firing battalion or 
battery survey sections perform the re- 
section. 

c. Weapoiv-Location Method. In this method, 
the radar locates the friendly weapon in the 
same manner that it would locate a hostile weap- 
on. The piece to be located fires six rounds, pref- 
erably high-angle fire, at the command of the 
radar section. Each round is tracked, and the 
location is" obtained as described in paragraph 
162. This method has the disadvantages that 
only one battery may be located at a time, where- 
as, in the high-burst method any number of bat- 
teries can be located simultaneously. The weapon- 
location method requires less planning and pre- 
arrangement. 

d. Locution of Front Lines. Radar can locate 
friendly front lines by the weapon-location meth- 
od. Troops that are in or near the front lines 
fire a bazooka or a mortar on call from the radar. 
Front lines are determined from the locations of 
these weapons. 

1 68. DETERMINATION OF WINDS ALOFT 

In emergencies, the meteorological section in 

headquarters battery of the observation battalion 
may request that a radar platoon assist in meas- 
uring the winds aloft. The radar platoon assists 
by tracking a radar target supended from a bal- 
loon. The meteorological section furnishes the 
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balloon and performs all of the necessary com- 
putations, based upon elevation, azimuth, and 
range data furnished by the radar section (TM 
20-240). 
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CHAPTER 10 
METEOROLOGY 



Section I. GENERAL 

169. GENERAL 

This chapter contains a general description of 
the operations of the meteorological section in 
the headquarters battery of the field artillery 
observation battalion, with emphasis on the mis- 
sion, employment, and liaison with other units. 

170. MISSION 

The mission of the meteorological section is 
to— 

a. Provide ballistic meteorological messages 
to artillery firing units for use in correcting 
firing data for existing nonstandard weather 
conditions. 

h. Provide meteorological messages to the 
sound platoons of the observation battalion for 
determining corrections in sound ranging data 
resulting from existing nonstandard weather con- 
ditions. 

c. Provide weather information as requested 
for Air Weather Service units". 

171. BALLISTIC METEOROLOGICAL MESSAGES 

a. Ballistic weather data for corrections in 
firing data are furnished to artillery firing units 
by the meteorological section in the form of a 
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ballistic meteorological message. This message 

includes : 

(1) Ballistic wind speed and direction. 

(2) Ballistic air temperature. 

(3) Ballistic air density. 

b. For the techniques involved in obtaining 
raw data and computing and encoding ballistic 
meteorological data, see TM 20-240. 

172. METEOROLOGICAL MESSAGES FOR 
SOUND RANGING 

a. The data necessary for the correction of 
errors in sound plots resulting from variations 
in existing atmospheric conditions are furnished 
to sound ranging platoons by the meteorological 
section in the form of sound ranging meteorologi- 
cal messages. This message includes : 

(1) Effective wind speed. 

(2) Effective wind direction. 

(3) Effective air temperature. 

b. For the techniques involved in obtaining 
raw data and computing and encoding sound 
ranging weather data, see TM 20-240. 

173. WEATHER INFORMATION FOR THE 
AIR WEATHER SERVICE 

a. To expand the area over which it has actual 
measurements of atmospheric conditions aloft, 
the Air Weather Service uses measurements made 
by artillery units. Upon request from the Air 
Weather Service, the artillery meteorological sec- 
tion furnishes such data as can be employed ef- 
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fectively in the preparation of synoptic maps 
and in forecasting. These data, both for surface 
and for designated levels aloft, normally consist 
of the following : 

(1) Temperature. 

(2) Pressure. 

(3) Relative humidity. 

(4) Wind speed. 

(5) Wind direction. 

b. For the techniques involved in the measure- 
ment and encoding of such data for Air Weather 
Service use, see TM 20-240. 

Section II. EMPLOYMENT 

174. GENERAL 

Many factors influence the employment of the 
meteorological section. Normally, a standard oper- 
ating procedure (SOP) will be prescribed by 
higher authority. The meteorological warrant of- 
ficer in charge of the section recommends varia- 
tions from the standard procedure to the battery 
commander whenever technical or atmospheric 
conditions dictate such variation. The two pri- 
mary considerations in determining the employ- 
ment of the section are the size of the area to 
be serviced, and the existence of other meteoro- 
logical sections within the same command and/or 
geographical limits. 

1 75. AREA AND TROOPS TO BE SERVICED 

The meteorological section should be located 
centrally with relation to the units which are 
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to use messages prepared by the section; this is 
to insure that the measured atmospheric condi- 
tions are representative of the conditions en- 
countered by the using units. The meteorological 
station should also be at or near the mean alti- 
tude of the artillery units using its data so that 
errors caused by arbitrary changes of data, to 
compensate for differences in altitude, will be 
minimized, 

176. OTHER METEOROLOGICAL SECTIONS 

a. Coordination. The existence and operation of 
other electronically-equipped, ballistic meteoro- 
logical sections must be considered in the selec- 
tion of position, and in the determination of types 
and frequency of messages. If more than one sec- 
tion operates within a given area or command, 
the size of the area to be serviced will dictate 
whether each section should prepare data for 
certain units in the area, or whether the various 
sections should set up a scheduled and alternately 
prepare the required data. In a small area, it 
may be advisable to combine the operations of 
the sections to eliminate duplication of installa- 
tions and effort. 

b. Visual Meteorological Sections. 

(1) Meteorological sections which use elec- 
tronic equipment (the observation bat- 
talion, antiaircraft artillery, and Air 
Weather Service) can obtain weather 
data which is much more accurate and 
dependable than data obtained by me- 
teorological sections which use only 
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visual equipment (division artillery or 
electronically equipped section using 
visual methods as an alternative in an 
emergency). For this reason, sections 
which use only visual methods should 
use upper air data obtained by electronic 
methods whenever possible. The meteor- 
ological warrant officer in the observa- 
tion battalion is responsible for recom- 
mending to visual sections how they 
should use the electronic messages fur- 
nished by the observation battalion. This 
use is dependent upon the distance be- 
tween sections and upon the terrain. 
Techniques employed by a visual me- 
teorological section in obtaining raw 
data and computing and encoding bal- 
listic meteorological messages are found 
in TM 20-240. 
(2) Normally, the visual section should use 
data obtained with its own means for 
the first three lines of any message. Data 
prepared by a 'section using electronic 
equipment should be used for higher 
lines. A rough rule of thumb may be 
used to determine how many lines of 
the message should be based on visually 
obtained data. This rule is stated as fol- 
lows: Determine the highest terrain 
feature which might influence winds 
and cause local differences in air masses. 
For each 200 feet height of this terrain 
feature, employ an additional line deter- 
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mined by visual methods. For example, 
in rough terrain, with hills mounting to 
1100 feet above the meteorological sta- 
tions, the first six lines (1100/200 equals 
5.5) should be those determined by the 
visual methods. Higher lines should be 
based on the data determined by the 
electronic section. With no terrain fea- 
ture higher than 200 feet, the first three 
lines should be taken from the visual 
section, and higher lines should be taken 
from an electronically obtained message. 
(3) Employing the above method the winds 
obtained by electronic methods should 
be used unchanged. The electronically 
determined temperatures should not be 
changed. If there is a great variation 
between densities determined by visual 
and electronic methods, the surface bal- 
. listic density from the visual section 
should be used. The electronic densities 
should be used for all lines as deter- 
mined by the albove rule of thumb. Inter- 
mediate densities should be interpolated 
from the surface to the first electroni- 
cally obtained density employed. 

177. SELECTION OF POSITION 

a. The selection of the position to be occupied 
by the meteorological section is influenced by the 
general location of the units that it serves, by 
the location of the headquarters battery of the 
observation battalion, by the availability of com- 
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munications for the dissemination of messages, 
and by the terrain. 

b. The meteorological station is located most 
conveniently from a command, communication, 
and administrative point of view in the vicinity 
of the command post of the observation battalion. 
If possible, this location is near the center of the 
corps artillery area so that a proper sampling 
of the atmosphere over the corps area can be 
obtained. If the observation battalion command 
post is not near the center of the area to be 
serviced, the meteorological station should be sep- 
arated from it and installed nearer the center of 
the corps area. 

c. The meteorological station must be close to 
a communications center, or have communications 
readily available, in order to expedite the dis- 
tribution of meteorological messages. The corps 
artillery fire-direction center may distribute me- 
teorological messages to artillery units with the 
corps. The messages for the sound ranging pla- 
toons are sent through the observation battalion 
headquarters communication system. Messages 
for the Air Weather Service normally are sent 
through corps headquarters. 

d. The station must be located so that observ- 
ing instruments (visual and electronic) will have 
a clear line of sight to balloons ascending in the 
direction away from the prevailing wind. Terrain 
masks in the direction of the prevailing wind 
should not be more than 3° above the horizon 
for best results. The station position must also 
have a clearing for the launching of balloons. 
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e. When the area to be occupied is under 
enemy surveillance, or the enemy has air superi- 
ority, it is extremely important that the meteoro- 
logical station be located at some distance from 
other installations. This is essential since the 
technical characteristics of the equipment em- 
ployed preclude the normal use of camouflage and 
concealment. The location of the station is indi- 
cated directly to the enemy by the release of 
balloons. Therefore, if the enemy has surveillance 
of the area, it is advisable to release the balloons 
at a considerable distance from the station, or to 
reduce to a minimum the number of releases made 
during daylight. 

178, OCCUPATION OF POSITION 

a. The initial movement or displacement of the 
meteorological section must be planned and 
executed so as to provide the uninterrupted de- 
livery of ballistic meteorological data to firing 
units on a prearranged schedule. 

h. A well-trained electronic section will need 
at least 90 minutes in which to set up the station 
and initiate an observation. After installation is 
completed, as much as two hours may be required 
to complete a ballistic message, depending on the 
maximum altitude required, and on how many 
types of messages must be provided. A visual 
section can be installed in about 30 minutes. After 
installation, about an hour is required to pro- 
duce data in message form. Higher headquarters 
must consider these performance times in setting 
up a schedule for meteorological messages. 
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c. In a displacement, an advance detachment 
consisting of a visual crew of four men can be 
employed to prepare ballistic messages for for- 
ward units by the use of the theodolite, psychrom- 
eter, and barometer. If visibility will not per- 
mit the use of the theodolite in the advance posi- 
tion, either the radio direction finder must be 
moved forward or provisions must be made to 
obtain upper wind data from a unit equipped 
with radar. 

d. For further information on occupation of 
position, loading plans, and related information, 
see TM 20-240. 

1 79. TYPES OF METEOROLOGICAL MESSAGES 

a. Three different sets of standard weighting 
factors to be applied to measured data have been 
determined, based upon the muzzle velocities and 
the broad classification of weapons. Based upon 
the various weighting factors used, there are 
three tjrpes of meteorological messages for artil- 
lery weapons. The following table lists these three 
types and the artillery weapon which uses each 
of these types: 

Type Z message Type 3 mr.smgs Type 4 message 

AA All 75-mm how- 155-mm guns ; 

weapons itzers and guns; 240-mm howitzer, 
firing 105-mm howitzers; Ml, charges 2, 
at 155-mm howitzers; 3, and 4; 
aerial 8-inch howitzers; 8-inch gun; 
targets. 240-mm howitzer, AA weapons firing 
Ml, charge 1. at terrestrial 
targets. 
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b. In addition to the above mentioned types of 
ballistic meteorological messages, it will also be 
necessary for artillery meteorological sections to 
obtain sound ranging meteorological messages 
and meteorological messages for the Air Weather 
Service. 

c. The meteorological section may be called 
upon to provide any of the above types of mes- 
sages, or any combination of the above types, 
depending upon the using units. Normally, the 
section has to provide type 3 and type 4 mes- 
sages to field artillery units with the corps. When 
more than one type of message is required, it is 
necessary to apply the various weighting factors 
to the measured data more than once. Therefore, 
more time must be taken for the computation of 
more than one type of message. 

1 80. FREQUENCY OF METEOROLOGICAL 
MESSAGES 

a. No fixed rule can be made as to the re- 
quired frequency of meteorological messages since 
the rate of variation of the atmospheric conditions 
is never absolutely predictable. The warrant offi- 
cer in charge of the meteorological section is re- 
sponsible for recommending the frequency of 
messages, based upon the weather at any par- 
ticular time. Normally, sound ranging messages 
are transmitted every two hours and ballistic mes- 
sages every four hours. Messages for the Air 
Weather Service are required every six hours. 
During a period in which the weather conditions 
over the area in question are not changing, or 
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are changing very slowly, the above time schedule 
is adequate to provide accurate data for using 
units. 

b. During periods of frontal passage, great 
turbulence, thundershowers, or when air masses 
of varying characteristics are passing through 
or entering the area, it is the responsibility of 
the warrant officer in charge of the section to 
recommend variations in the above schedule. This 
recommendation should be accepted by higher 
authority (normally the corps artillery com- 
mander) unless other conditions outweigh the 
advantages to be gained by .improved meteoro- 
logical data. 

c. The capabilities of present equipment and 
the lengthy computations made necessary by 
present techniques make it impossible to obtain 
and transmit a ballistic meteorological message 
at a frequency of more than once every hours. 
Sound ranging messages can be obtained every 
one-half hour, if necessary, but one every hour 
should be the maximum required frequency. 

d. The meteorological section should not be 
held to a rigid schedule for reporting of data 
to Air Weather Service. When possible, the data 
reported to Air Weather Service should be that 
obtained during flights made to fulfill normal 
ballistic requirements. Special flights should not 
be made for the purpose of furnishing data to 
Air Weather Service. 

181. LIAISON 

a. General. The meteorological section can ob- 
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tain much data of value by maintaining contact 
with other units — Air Weather Service, radar- 
equipped units, and other electronically equipped 
meteorological sections — and can improve the use 
made of data obtained by proper liaison with 
using units. 

b. The Air Weather Service. 

(1) The Air Weather Service is the organi- 
zation responsible for obtainirig, evaluat- 
ing, and disseminating all weather in- 
formation, except as set forth in pars. 
170-172. Air Weather Service installa- 
tions record and transmit data for the 
use of all other stations ; they have avail- 
able at all times a picture of the weather 
situation over a wide area as well as the 
latest forecast of weather conditions. 

(2) The meteorological section should be in 
contact with the nearest Air Weather 
Service station at all times so that it 
can be informed of the status of the 
weather over its area and of the major 
changes that are expected. This will en- 
able the station to recommend variations 
in the flight schedules or to take other 
necessary action. If possible the daily 
sjmoptic map should be procured for the 
use of the personnel of the meteorologi- 
cal section; the maximum forecast tem- 
perature for each day should be obtained 
from the Air Weather Service for em- 
ployment in determining the proper 
pressure-height scale in evaluating ra- 
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diosonde flights. 
(3) There may be occasions when the only 
meteorological data available is that 
which is specifically forecast for artil- 
lery by a nearby Air Weather Service 
station. Such data may be obtained from 
Air Weather Service units after direct 
liaison has been established. 
c. Other Artillery Meteorological Sections. Close 
personal liaison must be maintained at all times 
with all ballistic meteorological sections within 
the same area and/or command and with adja- 
cent meteorological units. Specific arrangements 
should be made for — 

(1) Transmittal of messages to and receiv- 
ing of messages from other units in case 
of equipment failure, displacement, or 
on a prearranged schedule where areas 
overlap sufficiently for messages from 
one unit to be valid for another unit. 
On occasions where metro messages are 
required more often than a single metro 
unit is capable of producing, additional 
messages may be obtained by prear- 
rangement and a coordinated schedule 
with adjacent metro units. 

(2) Variation of radiosonde frequencies when 
schedules are similar, locations are close, 
and units have not made arrangements 
to take alternate soundings. 

(3) Employment of electronic messages by 
visually equipped sections. 

(4) Employment of the radars in the let- 
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tered batteries of the observation bat- 
talion and in nearby antiaircraft bat- 
talions in emergencies to obtain winds- 
alof t data (par. 168) . 

182. DISTRIBUTION OF MESSAGES 

Rapid distribution of all types of meteorologi- 
cal messages is essential because changing atmos- 
pheric conditions will render messages invalid. 
Any quick means of distribution may be used to 
transmit the meteorological data to the using 
units. Normally, the corps artillery commander 
will establish a standard procedure for the dis- 
tribution of messages to artillery with the corps. 
Meteorological messages may be distributed by 
telephone to the using units from the meteoro- 
logical station or by radio on the corps artillery 
fire-direction net to the using units from either 
the observation battalion or the corps artillery 
fire-direction center. 
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CHAPTER II 
SPECIAL OPERATIONS 



183. SNOW AND EXTREME COLD 

(FM 70-15) 

a. General. The measures to overcome handi- 
caps of snow and extreme cold are technical 
rather than tactical. Heavy snow greatly decreases 
mobility. It is sometimes necessary to replace 
trucks with track-laying vehicles. The use of 
trail-breaking vehicles to pack roads and trails 
in advance of wheeled or track-laying vehicles 
is recommended. Hand-drawn sleds or toboggans 
should be available. Extreme cold weather neces- 
sitates special measures in the use of certain 
instruments and equipment. The lubricants used 
in transits, observing instruments, and in the 
sound recording set freeze. The use of prescribed 
arctic-type lubricants usually corrects this trouble 
although, under the worst conditions, heating 
may be necessary. Metal equipment must be insu- 
lated against direct contact with the bare skin. 
In the arctic, the magnetic needle should not be 
used for orienting the transit. Special measures 
to insure proper operation of vehicles, weapons, 
and instruments are included in appropriate tech- 
nical manuals. 

b. Sound Ranging Equipment. For operations 
in temperatures below 10°F., the lubricant in 
the reduction gear case of the paper-drive motor 
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of the recorder unit on the Sound Ranging Set 
GR-8 should be replaced by a mixture of equal 
parts of medium weight cup grease and fuel oil. 
All other lubricants are those- prescribed for use 
in the arctic. Microphones may be suspended in 
a hole dug in the snow or earth, or they may 
be* used on the surface. They must be inspected 
frequently for frosted relay contacts. They will 
operate in a normal manner when the frost is 
removed. The sound ranging plotting board is 
difficult to transport because of its bulk <and 
weight. A smaller plotting board may be impro- 
vised. 

c. Radar Ranging. The operation of radar sets 
for counterbattery and countermortar purposes 
may be hampered, or the sets may be rendered 
ineffective, by various cold weather conditions. 
Heavily falling snow may reduce the range and 
sensitivity of radar equipment and may even 
make the detection of projectiles impossible. Snow 
on the ground may increase clutter. Excessive 
icing of the antenna may distort the radar beam 
or cause sluggish movement of the antenna. 

d. Camouflage and Fortifications. Camouflage 
and field fortifications present special problems; 
Ordinary camouflage nets are sometimes worth- 
less because the snow falls through them and the 
position shows as a definite dark patch. White 
cloth should be used to . cover the nets or as 
drapes to cover vehicles. Digging emplacements 
or trenches in frozen ground usually is impos- 
sible without the use of explosives. 
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184.. MOUNTAIN WARFARE 
(FM 70-10) 



a. Mobility. The mobility of the observation 
battalion is limited in mountainous terrain. Motor 
travel usually is limited to roads, and speeds are 
considerably reduced. Frequently, equipment must 
be transported considerable distances by back 
pack or on pack animals, and installations must 
be made by man power or with the aid of pack 
animals. 

b. Observation. Observation posts should be 
echeloned in altitude, if possible, as well as in 
width and depth since observation is often ob- 
scured by sudden fog. Independent short bases 
may be the only type flash base that can be in- 
stalled because of the difficulty of establishing 
survey and communication and of getting mul- 
tiple observation posts that provide observation 
in the same zone. 

c. Employment. Operations are often decen- 
tralized to batteries. Oblique photos and over- 
lapping pairs facilitate location of targets and 
vertical control. Generally, survey is accomplished 
by triangulation. Probable locations of targets 
are determined easily because the points that 
the enemy is compelled to pass and the areas in 
which he will most likely form for attack may 
be determined usually by a study of the terrain. 

d. Communication. Wire is hard to install and 
maintain. Radio reception is usually satisfactory, 
but dead spaces should be expected because of 
the shadow effect of hill masses. These dead 
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spaces may be overcome by making full use of 
the remote control unit, or in some cases, by the 
use of relay stations. 

e. Radar Positions. In mountainous terrain, 
it may be impossible to find radar sites which 
have adequate electrical screening. This may 
hamper or even prevent successful radar ranging. 

/. Reconnaissance and Selection of Position. 
Extensive reconnaissance is necessary. The selec- 
tion of positions may be limited by inaccessibility 
and may be further limited by special require- 
ments for flash and sound bases. Maps of moun- 
tainous regions, if available, are seldom accurate. 
A correct appreciation of the terrain can be 
gained only by ground reconnaissance, supple- 
mented by a study of aerial photographs or 
maps. The employment of local guides is often 
advantageous. 

185. DESERT WARFARE 
(FM 31-25) 

a. The observation battalion uses its normal 
installations in desert warfare. The lack of land- 
marks increases the difficulty of survey and tar- 
get identification. Movement in desert country 
is largely dependent on some means of land navi- 
gation; careful adherence to a predetermined 
compass direction for a given distance is the 
most common method. Celestial navigation may 
sometimes be useful. 

h. Ground observation frequently is limited by 
undulations of the terrain, shimmering atmos- 
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phere, dust, and. sand storms. Portable observa- 
tion towers may be very valuable where the ter- 
rain offers no natural vantage points. Sound 
ranging, flash ranging, and radar ranging are 
employed to the maximum. 

c. Natural concealment, except through defi- 
lade, is difl&cult. Protection against hostile shell- 
ing and air attack may be obtained by dispersion 
and field fortifications. Camouflage is used ex- 
tensively. Security against hostile ground attack, 
especially .armored attack, must be stressed. 

186. JUNGLE WARFARE 

(FM 72-20) 

a. General. The jungle does not change the 
principles of operation of the observation bat- 
talion, but it does affect its application, chiefly 
by restricting observation, movement, and sup- 
ply. 

b. Mobility. Motor movement in the jungle is 
retarded and slow, and it is usually confined to 
roads and trails. Equipment will often have to 
be backpacked; sound and flash bases will often 
have to be installed completely by hand without 
the use of vehicles. Special equipment and pack- 
boards should be provided. Organic means of 
transportation may be supplemented by boats 
and barges and by the use of sleds or carts drawn 
by animals or man power, tractors, and amphibi- 
ous vehicles. 

c. Observation. Flash observation in the jungle 
is extremely limited. Personnel must be trained 
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to exploit available commanding ground. Care- 
ful scrutiny and the ability to identify all types 
of enemy installations, weapons, and transport 
are very important. Observation is usually diffi- 
cult because of very large trees with dense inter- 
lacing foliage; the undergrowth is massive. A 
limited field of view can often be cut through 
the undergrowth with machetes or bush knives. 
Observation posts should always have overhead 
cover because overhanging foliage often causes 
tree bursts. Personal reconnaissance is a prime 
necessity in choosing the location of observation 
posts or other installations. All adjacent troops 
should always be notified before trees are climbed 
to gain observation. Security for the observer is 
important because enemy patrols may infiltrate 
into the position. Observers may accompany re- 
connaissance patrols to locate targets. Infantry 
patrol leaders often return by way of artillery 
observation posts to point out targets they have 
located. Sound ranging and radar ranging are 
often the only observation possible. The preva- 
lence of high-angle fire in jungle operations 
greatly facilitates radar location of enemy weap- 
ons. Observation from boats off shore may be 
feasible in coastal regions. Climate, weather, in- 
sects, and animals also present problems to the 
observer. 

d. Conduct of Fire. 

(1) Registration and adjustment usually will 
be conducted by sound ranging or radar 
ranging. Difficulty of survey in jungle 
terrain may make deliberate occupation 
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of position extremely slow, especially 
in the initial phase of the operation. 
In many cases, irregular bases, located 
by "shooting in" or by inspection of air 
photos, will be used. Relative sound 
ranging locations (par. 116h) and sound- 
on-sound adjustments (par. 119) will 
play major roles. Where laying of wire 
is difficult, initial use of radio for sound 
data transmissiqn may speed up early 
operation, 

(2) Flash ranging high-burst registration 
and adjustment may be used advan- 
tageously. As a rule, ground bursts will 
be obscured by jungle growth and trees. 

(3) Radar registration and adjustment will 
be frequent. The simplicity of the sur- 
vey required for radar ranging and the 
fact that line-of-sight observation to the 
burst is not required in radar adjust- 
ments are advantages in jungle opera- 
tions. Adjustment on observed-firing- 
chart control or by burst location on 
target location may be used when no 
survey control is available (par. 158c). 

e. Communication. 

(1) Wire is the principal means of ground 
communication. The supply of wire and 
the means of laying it are usually lim- 
ited; much wire has to be laid by hand. 
Initially, existing trails may have to be 
used for line routes, but later circuits, 
should be rerouted through the jungle 
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or buried along the original route. Wire 
parties may require protection by ac- 
companying patrols. 
(2) The range of radio is greatly reduced. 
Waterproofing and fungi-proofing equip- 
ment are critically important in humid 
areas and during rainy seasons. Dis- 
mounted messengers are used extensive- 
ly. Oral messages are preferable because 
the danger of written matter falling 
into, enemy hands is relatively great. 
/. Position Areas. Good, position areas are 
usually few in number and are limited to loca- 
tions near existing roads or trails. In many 
cases it will be necessary to clear a position area, 
and construct a road prior to occupation. 

g. Survey. Reliable maps may not be avail- 
able. Aerial photographs are valuable, but im- 
portant terrain features are often obscured by 
dense vegetation. Survey is of particular impor- 
tance because of the reliance placed oh unobserved 
fires, and it is slow because of the amount of 
brush cutting necessary. Usually, the target area 
must be tied to the position area by firing. Owing 
to the slowness of normal survey, hasty survey 
by radar will frequently be used until normal 
survey is complete (par. 158). Radar survey is 
not a substitute for normal survey. Location of 
front lines by radar (par. 167) is especially use- 
ful in jungles. Use of radar in the jungle neces- 
sitates considerable clearing of the jungle growth 
to provide clear fields of operation. When clear- 
ing the line of site, consideration must also be 
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given to the dangers of destruction of natural 
camouflage. 

h. Local Security. Camouflage and concealment 
are relatively easy. Overhead cover for, personnel 
is necessary because bombs and other projectiles 
are likely to burst in the tree tops. Ground attack 
by infiltration is always a threat; each battery 
and similar installation must establish a strong 
perimeter defense. 

187. LANDING OPERATIONS 
(FM 31-5) 

,The observation battalion is seldom in the as- 
sault waves of an amphibious operation; how- 
ever, its forward echelons, battery and battalion, 
must be landed as early as possible in the opera- 
tion. Preparation for landing operations is ex- 
tremely important. Prior knowledge of terrain 
from intensive map study and knowledge of enemy 
dispositions is essential. Information on the prog- 
ress and whereabouts of our own troops is also 
of extreme importance. Special precautions must 
be taken to waterproof vehicles and to protect 
equipment — weapons ; communication equipment ; 
sound, flash, and radar ranging equipment ; etc. — 
from exposure — immersion, spray, or dampness 
— to salt water. All equipment must be carefully 
cleaned inunediately after exposure. In loading, 
precautions must be taken to facilitate entry into 
action; equipment needed first should be readily 
available. Reconnaissance parties should be first 
ashore to reconnoiter routes and select positions 
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for installations. Survey personnel and equipment 
must also be landed early. To facilitate survey, 
existing maps should be studied thoroughly so 
that prominent terrain features can be identified 
for orientation and for use in installations as soon 
as the units are landed. A minimum of 3 days' 
rations should be carried with the landing parties. 
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APPENDIX II 
MINIMUM TRAINING SCHEDULES 



Section 1. GENERAL 

1. PURPOSE 

This appendix is a general guide for the mini- 
mum training of elements of the field artillery 
observation battalion in the subjects contained in 
this manvM. 

2. SCOPE 

It is designed to provide the minimum instruc- 
tion nacessary for the performance of essential 
duties and for the teamwork to meet minimum 
training standards. Additional training beyond 
the scope of this appendix is necessary to develop 
an efficient and weU-trained unit. 

3. APPLICATION 

a. Tactical training within the battalion is con- 
ducted in accordance with FM 21-5 and TM 
6-605. All paragraph references in the follow- 
ing schedules are to paragraphs in the main text 
of the manual. 

b. Training of individuals in technical special- 
ties should be arranged for outside of the time 
allotted in these schedules. For example, instruc- 
tion in the operation of the transit, the calculat- 
ing machine, and the sound recorder should be 
given in battery or battalion schools. 
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c. Administrative, supply, and maintenance 
personnel will receive on-the-job training in these 
functions under the supervision of key noncom- 
missioned officers (FM 6-140). 

d. Throughout the training period, the applica- 
tion of prior instruction to current training must 
be stressed. 

e. Subjects involving similar time-consuming 
preparations may be combined where practicable. 
For example, the same 105-mm howitzer may be 
used to fire for practical training in both sound 
and radar ranging concurrently. 

/. The necessity for developing leadership and 
initiative in unit leaders must constantly be borne 
in mind throughout training. 

4. PHASES OF TRAINING 

a. The training program is divided into four 
phases: section phase, platoon phase, battery 

phase, and battalion phase. 

b. For the purposes of this appendix it is as- 
simied that basic and specialist training has been 
acquired elsewhere. 

c. It is intended that the various phases of 
training for all batteries be conducted simulta- 
neously in so far as possible taking into con- 
sideration the fact that total hours for section 
training do not always coincide. Sections which 
do not participate in the platoon phase should 
continue the section phase. Battery and battalion 
phases should be simultaneous for all sections. 

d. The same howitzers and ammunition should 
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be used to satisfy the requirements of the sound, 
flash, and radar platoons by conducting training 
requiring live ammunition simultaneously. 

e. Two or more sections whose duties are iden- 
tical may be combined during section phase to 
receive training in common subjects. 

5. TRAINING AIDS, EQUIPMENT, AND PERSONNEL 

The following training aids, equipment, and 
additional personnel are the minimum require- 
ments for the conduct of training under the fol- 
lowing schedule. 

a. T/O&E equipment. 

b. Blackboards. 

c. Charts. 

d. Blank forms for recording and computation. 

e. Two 105-mm howitzer sections with equip- 
ment. 

/. One 155-mm howitzer section with equip- 
ment. 

g. Smoke puff equipment for miniature exer- 
cise for flash ranging. 

h. One motor section with equipment. 

i. 'Skeleton fire-direction center. 

j. Five hundred rounds of mortar ammunition. 

k. Fourteen hundred rounds of 105-mm how- 
itzer ammunition. 

L Four hundred rounds of 155-mm howitzer 
ammunition. 

m. Eighteen hundred pounds of TNT charges 
for sound platoon. 

n. Demolition detail with equipment. 
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0. Four hundred smoke puffs. 

p. Eight hundred percussion caps. 

q. Four hundred and fifty electric caps. 

r. Fifty high-burst signals. 



Section II. SCHEDULES 

6. METEOROLOGICAL SECTION 
(section phase) (38 hrs.) 



pi 


H' 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


1 


Organization and 
mission of the 
observation bat- 
talion and head- 
quarters battery 
(conference). 


Pars. 10-15. 


Class- 
room. 


Blackboard. 


2 


1 


Organization and 
mission of the 
meteorological 
section (confer- 
ence). 


Par. 170. . 


.. .do. .. 


Do. 


3 


1 


Producing a vis- 
ual message 
(conference). 


Par. 176. . 


...do. .. 


Do. 


4 


3 


Producing a vis- 
ual message 
(practical 
exercise). 


.. ..do. . . . 


Battery 
area. 


T/O&E, 
equiphient. 


5 


1 


Producing ballis- 
tic densities and 

temperatures 
from radio- 
sonde data (con- 
ference). 


Par. 171. . 


Class- 
room. 


Blackboard. 



ip — period, — hours. 



pi 


m 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


6 


1 


Producing ballis- 
tic densities and 
temperatures 
from radio- 
sondedata (prac- 
tical exercise). 


Par. 171 . . 


Battery 
area. 


T/O&E 
equipment. 


7 


1 


Determination of 
ballistic winds 
from radio direc- 

radar data (con- 
ference). 


Pars. 168 
and 171. 


Class- 
room. 


Blackboard. 


8 


5 


Determination of 
ballistic winds 
from radio direc- 
tion finder and 
radar data (prac- 
tical exercise). 


. . . .do. . . . 


Battery 
area. 


T/O&E 
equipment. 


9 


1 


Communication 
andselectionand 
occupation of 
position (confer- 
ence). 


Pars. 177- 
178, 182. 


Class- 
room. 


Blackboard. 


10 


1 


Liaison (confer- 
ence). 


Pars. 173- 
176. 


.. .do. .. 


Do. 


11 


4 


Preparation of 
sound ranging 
and ballistic 
meteorological 
messages (field 
exercise). 


Pars. 171- 
176. 


Field. . . 


T/O&E 
equipment. 


12 


4 


. . , .do 


.. ..do 


. . .do. . . 


Do. 


13 


4 




do. . . . 


. . .do. . . 


Do. 


14 


4 




.. ..do 


...do. .. 


Do. 













ip — period. *H — hours. 
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7. FIRST PERIOD 



a. Objective. To familiarize the personnel of 
the meteorogolical section with the organization 
and mission of the observation battalion and 
headquarters battery. 

6. Outline. Show graphically the various or- 
ganizations of the battalion, and explain how 
they work together to accomplish the missions 
of the battalion and headquarters battery. 

8. SECOND PERIOD 

a. Objective. To teach the personnel of the 
meteorological section the organization and mis- 
sion of the section. 

b. Outline. Show the elements of the section 
graphically, and explain what each does to aid 
in preparing a meteorological message. 

9. THIRD PERIOD 

a. Objective. To outline the procedure for pro- 
ducing a visual message. 

6. Outline. Review the steps in the procedure 
explaining the importance of each. 

10. FOURTH PERIOD 

a. Objective. To practice individual skills re- 
quired to produce a visual message. 

b. Outline. Conduct practical exercise includ- 
ing release, tracking, plotting, and computation 
to produce a visual message. 
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II. FIFTH PERIOD 



a. Objective. To outline the procedure for pro- 
ducing ballistic densities and temperatures using 
radiosonde data. 

b. Outline. Review the steps in the computa- 
tion of ballistic densities from radiosonde data. 

12. SIXTH PERIOD 

a. Objective. To practice individual skills re- 
quired to produce ballistic densities and tempera- 
tures from radiosonde data. 

b. Outline. Conduct a practical exercise includ- 
ing a release, tracking, interpretation of record, 
and computation of ballistic densities and tem- 
peratures from radiosonde data. 

13. SEVENTH PERIOD 

a. Objective. To review the procedure for de- 
termining ballistic winds from radio direction 
finder and radar data. 

b. Outline. Discuss the steps in the procedure 
for determining ballistic winds from radio direc- 
tion finder and radar data. 

14. EIGHTH PERIOD 

a. Objective. To practice individual skills re- 
quired to produce ballistic winds from radio di- 
rection finder and radar data. 

b. Outline. Conduct a practical exercise includ- 
ing release, tracking, plotting, and computation 
of ballistic winds from radio direction finder and 
radar data. 
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15. NINTH PERIOD 



a. Objective. To teach the communication sys- 
tem required and used by the meteorological sec- 
tion, the method of distributing the completed 
messages, and the principles of selection and occu- 
pation of position. 

b. Outline. Discuss the subjects mentioned un- 
der a above. 

16. TENTH PERIOD 

a. Objective. To teach the liaison responsibili- 
ties of the meteorological section. 

b. Outline. Discuss liaison between the meteoro- 
logical section and the Air Weather Service and 
other meteorological sections in the area. 

17. ELEVENTH PERIOD 

a. Objective. To train the section how to live 
in the field and how to operate continuously. 

b. Outline. Move the section into the field, se- 
lect and occupy position, and operate under field 
conditions. Conduct this exercise during daylight, 
hours. 

18. TWELFTH PERIOD 

Same as paragraph 17. 

19. THIRTEENTH PERIOD 

Same as paragraph 17, except that the exercise 
is held during hours of darkness. 
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20. FOURTEENTH PERIOD 

Same as paragraph 19. 

21. METEOROLOGICAL SECTION 

(battery phase) (16 hrs.) 



pi 


m 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


8 


Battery field ex- 


Pars. 171 


Field. . . 


T/O&E 






ercise (daytime). 


and 172. 




equipment. 


2 


8 


Battery field ex- 


.. ..do 


.. .do. .. 


Do. 






ercise (night- 












time). 









*P — period. 'H— hours. 



22. FIRST PERIOD 

a. Objective. To train the meteorological sec- 
tion in the continuous production of sound rang- 
ing and ballistic meteorological messages. 

b. Outline. Move the section into a tactical 
position and operate continuously under simu- 
lated combat conditions. 

23. SECOND PERIOD 

Same as paragraph 22. 



24. METEOROLOGICAL SECTION 

(battalion phase) (16 hrs.) 



pi 


m 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


8 


Continuous field 


Pare. 171 


Field. . . 


T/O&E 






operation in bat- 


and 172. 




equipment. 






talion field ex- 












ercise (daytime). 
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■pl 






Text 
references 


Area 


Training aids 


2 


8 


Continuoxis field 


....do.... 


...do. .. 


Do. 






operation in bat- 












talion field ex- 












ercise (night- 












time). 









ip — period. *H — hours. 



25. FIRST PERIOD 

Same as paragraph 22. 

26. SECOND PERIOD 

Same as paragraph 22. 

27. OPERATIONS SECTION, 
HEADQUARTERS BATTERY 

(Section phase) (17 hrs.) 



pi 


m 


Subject 


Text 
references 


Area 


and equipment 


1 


1 


Organization of 
the observation 
battalion (con- 
ference). 


Pars. 10- 
15. 


Class- 
room. 


Blackboard. 


2 


3 


Missions and 
capabilities of 
the observation 
batallion (con- 
ference). 


Pars. 3-9. 


...do. .. 


Do. 


3 


2 


C ommunication 
in the observa- 
tion battalion 
(conference). 


Pars. 42- 
•50. 


...do. .. 


Do. 



ip — period . — hours. 
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pi 


H2 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


4 


2 


Equipment of the 


Pars. 70, 


Battery 


T/0 & E 






observation bat- 


108-110, 


area. 


equipment. 






talion (demon- 


112-113, 










stration). 


117, 129, 












lev, 14*2, 


















5 


3 


Duties and re- 


Pars. 14a, 


Section 


bo. 






sponsibilities of 


54-55. 


area. 








operations sec- 












tion (practical) 












exercise) . 








6 


3 


Duties of intelli- 


Pars. 14«, 


...do. . . 


T/O & E 






gence sergeant 


54-55. 




equipment 






(practical ex- 






and ex- 






cise). 






amples of 
























aiiu ^^lloiL us. 


7 


3 


Duties of opera- 


.. ..do. . . . 


...do. .. 


Do. 






tions sergeant 












(practical ex- 












ercise). 









— period. 
8H — hours. 



28. FIRST PERIOD 

a. Objective. To teach the organization of the 
observation battalion and batteries. 

b. Outline. Show graphically the various or- 
ganizations in the batteries and how they are 
welded together into an organization through 
command channels. 

948797°— SI— 27 
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29. SECOND PERIOD 



a. Objefitive. To explain the six missions of 
the observation battalion and its limitations and 
capabilities in performing these missions. 

b. Outline. Show graphically which agency or 
agencies within the battalion are responsible for 
the accomplishment of each of the six missions 
which the battalion is capable of performing. 

30. THIRD PERIOD 

a. Objective. To familiarize the personnel of 
the operations section with the communications 
system available within the observation battalion. 

6. Outline. Show the radio and wire communi- 
cation nets graphically, and explain the use of 
the various nets and basic wire and radio pro- 
cedure. 

31. FOURTH PERIOD 

a. Objective. To acquaint the personnel of the 
operations section with the major items of equip- 
ment operated by the agencies of the observation 
battalion. 

b. Outline. Arrange to have each major item of 
the equipment available for the personnel of the 
operations section to look at; explain the function 
of each item. 

32. FIFTH PERIOD 

a. Objective. To outline duties and responsibili- 
ties of the operations section. 
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b. Outline. Explain the purpose of the specific 
reports, records, maps, and charts processed by 
the operations section. 

33. SIXTH PERIOD 

a. Objective. To teach the personnel of the 
operations section the duties of the intelligence 
sergeant. 

b. Outline. Explain in detail how to produce 
the reports and records and to keep the maps and 
charts required by the intelligence officer of the 
battalion. 

34. SEVENTH PERIOD 

a. Objective. To teach the personnel of the 
operations section the duties of the operations 
sergeant. 

b. Outline. Explain in detail how to produce 
the reports and records and how to keep the 
maps and charts required by the operations offi- 
cer of the battalion. 



35. RADIO SECTION 

(section phase) (12 hrs.) 



pi 


m 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


1 


Organization of 


Pars. 10- 


Class- 


Blackboard. 






the observation 


16. 


room. 








battalion (con- 












ference). 








2 


1 


Principles of com- 


Pars. 42- 


. . .do. . . 


Do. 






munication 


50. 










(conference). 
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pi 


m 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


3 


1 


Duties of com- 
munication per- 
sonnel (confer- 
ence). 


Pars. 14- 
15. 


. ..do, .. 


Do. 


4 


1 


Battalion radio 

system (confer- 
ence). 


Pars. 47- 
50. 


. . .do. . . 


Blackboard, 

radio dia- 
grams. 


5 


4 


Battery radio 

system (practi- 
cal exercise). 


Par. 49. . . 


Field. . . 


Battery radio 
equipment. 


6 


2 


Wire equipment 
(practical exer- 
cise). 


Pars. 44- 
46. 


Class- 
room 
and 
field. 


Battery wire 
equipment. 


7 


2 


Switchboard and 
telephone oper- 
ating procedure 
(practical exer- 
cise). 


Pars. 43- 
46. 


Class- 
room 
or 

field. 


Dp. 



>P — ^period. "H — ^hours. 



36. FIRST PERIOD 

a. Objective. To familiarize the radio section 
with the organization of the observation bat- 
talion. 

b. Outline. Stress the communication elements 
of the observation battalion organization. 

37. SECOND PERIOD 

a. Objective. To teach the radio section the 
principles of communication, means of communi- 
cation, and the mission of the observation bat- 
talion as it affects communication. 
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b. Outline. Stress the importance of principles 
of communication as they dictate the responsi- 
bility for the installation or establishment of 
radio circuits. Show how the means of communi- 
cation available in the radio section are em- 
ployed to accomplish the mission of the obser- 
vation battalion. 

38. THIRD PERIOD 

a. Objective. To point out the duties of the 
communication personnel in the observation bat- 
talion. 

b. Outline. List the duties of all communica- 
tion personnel to include communication officers, 
radio men, wiremen, and message center per- 
sonnel. 

39. FOURTH PERIOD 

a. Objective. To teach the radio systems em- 
ployed by an observation battalion. 

b. Outline. Emphasize nets, types, of radios in 
each net, composition of the net, and use of each 
net. 

40. FIFTH PERIOD 

a. Objective. To give the radio section prac- 
tice in the establishment of the battery radio 
system. 

b. Outline. Select battery installations and a 
skeleton battalion headquarters on a reduced 
scale. Require the radio section to establish bat- 
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tery stations. Arrange messages to give practice 
in handling normal battery radio traffic. 

41. SIXTH PERIOD 

a. Objective. To familiarize the radio section 
with the wire equipment employed by the obser- 
vation battalion. 

b. Outline. Display and demonstrate the differ- 
ent items of wire equipment and the use and loca- 
tion of this equipment in, the observation bat- 
talion. Stress the use of wire communication and 
the importance of radio men trained in wire com- 
munication. 

42. SEVENTH PERIOD 

a. Objective. To familiarize the radio section 
with telephone and switchboard procedure, oper- 
ation, rules, words, and phrases. 

b. Outline. The first part of the period should 
be a conference in which procedures, operation, 
rules, words, and phrases are discussed. The 
remainder of the period should be used for prac- 
tical application. 



43. WIRE SECTION 

(section phase) (10 hrs.) 



pi 


H2 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


■ 1 


1 


Organization of 


Pars. 10- 


Class- 


Blackboard. 






the observation 


15. 


room. 








battalion (con- 












ference). 
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pi 


H2 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


2 


1 


Principles of 
communication 
(conference). 


Pars. 42- 
50. 


. . .do. . . 


Do. 


3 


1 


Duties of commu- 
nication person- 
nel (conference). 


Pars. 14- 
15. 


. .do. . . 


Do. 


4 


1 


Battery wire sys- 
tem (confer- 
ence). 


Pars. 43- 
46. 


. , .do. . . 


Blackboard, 
wire, dia- 
gram. 


5 


4 


Battery wire sys- 
tem (practical 
exercise). 


. . . .do. . . . 


iJield. . . 


Battery wire 
equipment. 


6 


2 


Radio equipment 
(practical exer- 
cise). 


Pars. 47- 

OU. 


Class- 
room 
or 

field. 


Battery radio 
equipment. 



— period. 
2H — ^hours. 



44. FIRST PERIOD 

■ a. Objective. To familiarize the wire section 
with the organization of the observation battalion. 

b. Outline. Stress the organization of the com- 
munication elements of the observation battalion 
organization. 

45. SECOND PERIOD 

a. Objective. To teach the wire section the prin- 
ciples of communication, means of communica- 
tion, and the mission of the observation battalion 
as it affects communication. 
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b. Outline. Stress the importance of principles 
of communication as they dictate the responsibil- 
ity for the installation of wire circuits. Show how 
the means of communication in the wire section 
are employed to accomplish the mission of the 
observation battalion. 

46. THIRD PERIOD 

a. Objective. .To point out the duties of the 
communication personnel in the observation bat- 
talion. 

b. Outline. List the duties of all communication 
personnel to include communication officers, radio 
men, wiremen, and message center personnel. 

47. FOURTH PERIOD 

a. Objective. To teach the wire system em- 
ployed by an observation battery. 

b. Outline. Point out each trunk and local cir- 
cuit to be installed and the unit responsible for 
installing each circuit in the observation battery 
wire system. 

48. FIFTH PERIOD 

a. Objective. To give the wire section practice 
in the installation of an observation battery wire 
system. 

b. Outline. Select battery installations on the 
ground on a full scale. The wire section working 
in crews should install a complete observation - 
battery wire net. 
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49. SIXTH PERIOD 



a. Objective. To familiarize the wire section 
with the radio equipment employed by the ob- 
servation battalion. 

b. Outline. Display and demonstrate the dif- 
ferent items of radio equipment and the use and 
location of radio sets in the observation battalion. 
Stress the use of radio communication to supple- 
ment wire communication and the importance of 
wiremen trained in radio communication. 



50. COMMUNICATION PLATOON 
(platoon phase) (2 hrs.) 



pi 


m 


Subject 


Text 

references 


Area 


Training aids 
and equipment 


1 


2 


Integrated wire 


Pars. 42- 


Class- 


Blackboard, 






and radio nets of 


50. 


room. 


wire and ra- 






the observation 






dio dia- 






battalion (con- 






grams. 






ference). 









*P — period. 
*H — ^hours. 



51. FIRST PERIOD 

a. Objective. To teach the communication pla- 
toon the integrated wire and radio systems em- 
ployed.by the observation battery. 

b. Outline. Point out each wire circuit and ra- 
dio net established by the observation battery and 
the phases of installation of the combined sys- 
tems for rapid and deliberate occupations of po- 
sition. 
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52. OBSERVATION BATTERY, AND 
HEADQUARTERS BAHERY 

(battery phase) (16hrs.) 



pi 




Subject 


Text 
- references 


Area 


Training aids 
and equipment 


1 


1 


Command posts 
(conference). 


Par. 43 . . . 


Class- 
room. 


Blackboard. 


2 


1 


Command post 
communication 

(conference). ■ 


.. ..do 


. ..do. . . 


Do. 


3 


2 


Communication 
-syBtems of asso- 
ciated arms 
(conference). 


Par. 42. . . 


...do. .. 


Do. 


4 


4 


Battery field ex- 
ercise. 


Pars. 42- 
60. 


Field. . . 


Battery com- 
munication 
equipment. - 


5 


8 


...do 


....do.... 


do. .. 


Do. 









— period. 
sH— hours. 



53. FIRST PERIOD 

a. Objective. To teach the considerations re- 
quired in the selection and organization of field 
artillery command posts and considerations in 
the selection of locations for elements within the 
command post. 

b. Outline. Stress the selection of the elements 
of the command post. Selection requirements and 
considerations should include communication. 

54. SECOND PERIOD 

a. Objective. To teach the selection of the sev- 
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eral elements of the command post with regard 
to communication, and to teach the communica- 
tion systems employed in field artillery command 
posts. 

b. Outline. Stress the communication require- 
ments and considerations in the selection of the 
command post and its elements. A typical com- 
mand post is displayed to show the communica- 
tion systems employed within the command post. 

55. THIRD PERIOD 

a. Objective. To familiarize observation per- 
sonnel with the communication systems employed 
by associated arms. 

b. Outline. Discuss communication systems and 
equipment of various units, stressing the fact 
that observation units may be attached or sup- 
porting these units and knowledge of their sys- 
tems and equipment is essential. The discussion 
should cover corps artillery, group artillery, divi- 
sion artillery, and separate artillery battalions. 

56. FOURTH PERIOD 

a. Objective. To give practice in the installa- 
tion of a complete battery communication system. 

b. Outline. Select battery installations on the 
ground on a reduced scale, and issue appropriate 
orders requiring the battery to install complete 
battery wire and radio systems. 

57. FIFTH PERIOD 

a. Objective. To give practice in the installa- 
tion of a complete battery communication system. 
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b. Outline. Select battery installations on the 
ground on a full scale, and require the battery 
to install complete battery wire and radio sys- 
tems. 



58. OBSERVATION BATTALION 

(battalion phase) (16 hrs.) 







Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


8 


Battalion field 


Pars. 43- 


Field. . . 


Battalion 






exercise. 


60. 




communica- 












tion equip- 












ment. 


2 


8 


.. ..do 


.. ..do. . . . 


.. .do. .. 


Do. 











— period. 
*H — ^hours. 



59. FIRST PERIOD 

a. Objective. To give practice in the installa- 
tion of a complete battalion communication sys- 
tem. 

b. Outline. Install communications required 
when the battalion is in the field. The instructor 
will act as an umpire checking all communica- 
tion installations during the battalion exercise 
and will hold a critique immediately following 
the exercise. 

60. SECOND PERIOD 

Same as paragraph 59. 

61. TOPOGRAPHICAL SECTION 

(section phase) (32 hrs.) 
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pi 


m 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


. 1 


Corps artillery ■ 
survey and the 
military grid 
system (con- 
ference). 


Pars. 59- 
61, 64, 
67, 69. 


Class- 
room. 


Map with 
UTM Grid. 


2 


1 


Field notes (con- 
ference). 


Pars. 71, 
73. 


. . .do. . . 


Field note- 
books (sam- 
ple notes). 


3 


2 


Measuring, 
checking, and 
computing an- 
gles (conference 
and demonstra- 
tion). 


Par. 71. 


Class- 
room 

or 

field 


Transit. 


4 


1 


Care and use of 
transit (demon- 
stration). 


Par. 705. 


. . .do. . . 


Do. 


5 


2 


Measuring angles 
with transit 
(practical 
exercise). 


Par. 71. 


Field. . . 


Do. 


6 


1 


Horizontal taping 
(conference and 
practipal exer- 
cise). 


Pars. 70c, 
72a. 


. . .do. . . 


Tape and ac- 
cessories. 


7 


2 


Traverse methods 
and computa- 
tions (conference 
aiid practical 
exercise) . 


Pars. 74- 
76. 


Class- 
room. 


DAAGO 
Form 6-2, 
Vega tables. 


8 


2 


Triangulation 
methods and 
computations 
(conference and 


Pars. 77- 
82. 


...do. .. 


DA AGO 
Form 6-2, 
DAAGO 
Form 6-8, 



— ^period. — hours. 
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pi 






Text 


Areti 


Training aids 
and equipment 






practical exer- 
cise). 






Vega tables. 


9 


2 


Three-point re- 
section (confer- 
ence). 


Pars. 83- 
87. 


. . .do. . . 


Blackboard. 


10 


1 


Two-point resec- 
tion (confer- 
ence). 


Pars. 88 
and 89. 


. . .do. . . 


Do. 


11 


1 


Vertical control 
(conference). 


Pars. 90 
and 91. 


. . .do. . . 


Do. 


12 


1 


Stadia traverse 
(conference). 


Par. 726. 


. . .do. . , 


Blackboard, 
stadia 
board. 


13 


1 


Method of sound 
base survey 
(conference). 


Pars. 104- 
106, app. 
VII 


. . .do. . . 


Blackboard. 


14 


2 


Survey methods 
for rapid and de- 
liberate flash in- 
stallations (con- 
ference). 


Pars. 132, 
141. 


Class- 
room. 


Blackboard. 


15 


3 


Astronomic orien- 
tation (confer- 
ence). 


Pars. 92 
and 93. 


do. .. 


Do. 


16 


1 


Use of American 
Ephemens in 

computations 
(conference). 


Par. 94c. 


. . .do. . . 


American 
Ephemeris. 


17 


2 


Computations of 
azimuth, alti- 
tude method 
(conference). 


Par. 94 


do. . . 


Blackboard, 
DA AGO 
Form 6-11. 











ip — period. 'H — hours. 
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pi 


H2 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


18 


2 


Azimuth deter- 
mination, sun 
altitude method 
(conference). 


.. ..do. . . . 


...do. .. 


Do. 


19 


2 


Coniputation of 
azimuth, hour 
angle method 
(conference). 


. ..do. . . . 


...do. .. 


Blackboard, 
DA, AGO 
Form 6-10. 


20 


2 


Azimuth deter- 
mination, Pola- 
ris, hour angle 

method (confer- 
ence). 


.. ..do. . . . 


...do. .. 


Do. 



ip — period. 
*H — hours. 



62. FIRST PERIOD 

a. Objective. To give a general outline of the 
application of survey as performed by the obser- 
vation battalion, and to outline the grid system 
that is used in this survey work. To explain the 
accuracies to be obtained in corps survey and 
the operation of the survey information center 
(SIC). 

6. Outline. Stress the survey mission of the 
observation battalion and its application in the 
first half of the period. Use the last half of 
the period to explain the Universal Transverse 
Mercator Grid and Referencing System. 

63. SECOND PERIOD 

a. Objective. To teach the method and im- 
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portance of keeping proper field notes. 
- 6. Outline. Show the materials used. Give the 
organization of the notebook. Pass out sample 
notes. Discus? how to keep good notes. 

64. THIRD PERIOD 

a. Objective. To show the,' method of measur- 
ing angles and -how to compute, check, and ad- 
just them. 

h. Outline. Go through the steps in the meas- 
urement of an angle using the transit to demon- 
strate the procedure. Explain bar angles and 
horizon closure. Discuss how to compute and 
adjust an angle. 

65. FOURTH PERIOD 

a. Objective. To teach the care and use of the 
transit. 

h. Outline. Demonstrate the proper method of 
setting up the transit; explain the various parts, 
the methods of measuring angles, and the pre- 
cautions in the use and care of the transit. 

66. FIFTH PERIOD 

a. Objective. To give the members of the sec- 
tion experience in. measuring a set of angles at ' 
a point and closing the horizon. 

b. Outline. Have the men set up transit and 
measure the horizontal and vertical angles to 
designated points. They should make at least one 
direct and one reversed measurement of all hori- 
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zontal angles and close the horizon ; they should 
make at least one direct and one reversed meas- 
urement of the vertical angles. Have the men act 
as recorders. 

67. SIXTH PERIOD 

a. Objective. To teach a methodical procedure 
for horizontal taping. 

b. Outline. Give the rules for taping, and ex- 
plain the use of the accessories. Have members 
of the section tape over assigned courses. 

68. SEVENTH PERIOD 

a. Objective. To teach the purpose, methods, 
standards, and computations of a traverse. 

b. Outline. Explain the purpose, methods, and 
standards of traverse. Show how to compute a 
traverse. Have the men compute a simple one 
leg traverse. 

69. EIGHTH PERIOD 

a. Objective. To teach the purpose, methods, 

standards, and computations of triangulation. 

b. Outline. Explain the purpose, methods, and 
standards of triangulation. Show how to com- 
pute a triangulation problem. Have the men com- 
pute a single triangle. 

70. NINTH PERIOD 

a. Objective. To teach the employment of three- 
point resection- and the mathematical solution of 

»48797«— 61— 28 
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the three-point resection problem. 

6. Outline. Stress the use of three-point re- 
section. Point out three different cases of its 
application. Solve one problem. 

71. TENTH PERIOD 

a. Objective. To teach the employment of two- 
point resection and the mathematical solution of 
the two-point problem. 

b. Outline. Stress the use of two-point resec- 
tion. Explain the two methods used in the solu- 
tion of this problem. 

72. ELEVENTH PERIOD 

a. Objective. To teach the methods and com- 
putations for carrying vertical control. 

b. Outline. Go through the steps used in an 
observation battalion when carrying control by 
trigonometric leveling. Solve a problem on the 
blackboard. 

73. TWELFTH PERIOD 

, a. Objective. To teach the use of stadia in 
carrying control and its use in the observation 
battalion. 

6. Outline. Explain the equipment used in sta- 
dia work. Point out the limitations of stadia, and 
discuss its employment in the observation bat- 
talion. 

74. THIRTEENTH PERIOD 

a. Objective. To teach the planning and execu- 
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tion of a survey to establish straight and curved 
sound bases. 

b. Outline. Stress the importance of proper 
planning and reconnaissance. Explain how the co- 
ordinates of the microphone positions are deter- 
mined ; explain the methods of establishing micro- 
phone positions on the ground. 

75. FOURTEENTH PERIOD 

a. Objective. To teach special applications of 
survey for the location of observation posts in 
rapid and deliberate flash installations. 

b. Outline. Explain the various methods of in- 
ternal survey for rapid flash installations. Spend 
a short time on the location of observation posts 
for a deliberate flash installation. 

76. FIFTEENTH PERIOD 

a. Objective. To teach the application of astron- 
omy to artillery survey. 

b. Outline. Explain the celestial sphere, celes- 
tial terminology, horizon and equatorial system, 
and units of measure of arc and time. 

77. SIXTEENTH PERIOD 

a. Objective. To teach the section how to use 
the tables in the American Ephemeris. 

b. Outline. Have the men locate the necessary 
tables in the American Ephemeris, and have them 
explain how to use these tables. 
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78. SEVENTEENTH PERIOD 



a. Objective. To teach the methods of observ- 
ing, the accuracy required, and the computation 
of azimuths from data obtained in the altitude 
method. 

h. Outline. Explain how to observe using the 
altitude method, and lead the men step by step 
through DA AGO Form 6-11. 

79. EIGHTEENTH PERIOD 

a. Objective. To teach the principles and the 
practices — corrections, computations, and checks 
— involved in observi;ig the sun by the altitude 
method. 

b. Outline. Explain step by step the observing 
of the sun in the altitude method. Give a problem 
to be solved by individuals during their free time. 

80. NINETEENTH PERIOD 

a. Objective. To teach the methods of- observ- 
ing, the accuracy required, and the computation 
of azimuths from data obtained in the hour angle 
method. 

6. Outline. Explain how to observe in the hour 
angle method and lead the men step by step 
through DA AGO Form 6-10. 

81. TWENTIETH PERIOD 

a. Objective. To teach the hour angle method 
of observation on Polaris to obtain an azimuth; 
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to teach the corrections, computations, and checks 
involved in this method. 

6. Outline. Explain step by step the observing 
of Polaris. Give a problem to be solved by indi- 
viduals during their free time. 

82. TOPOGRAPHICAL SECTION 

(platoon phase) (16 hrs.) 



pi 




Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


4 


Traverse (prac- 
tical exercise). 


Pars. 74- 
76. 


Field. . . 


Section sur- 
vey equip- 


2 


4 


Triangulation 
(practical exer- 
cise). 


Pars. 77- 
82. 


. . .do. . . 


Do. 


3 


4 


Resection (prac- 
tical exercise). 


Pars. 83- 
89. 


...do. .. 


Do. 


4 


4 


Traverse with 
check of azi- 
muth by sun 
observation 
(practical exer- 
cise). 


Pars. 74- 
76, 94. 


...do, .-. 


Do. 



ip — period. 



83. FIRST PERIOD 

a. Objective. To give the survey parties train- 
ing in surveying by traverse. 

6. Outline. Have the section conduct a field 
su2:vey by transit and tape traverse. 

84. SECOND PERIOD 

a. Objective. To give the survey parties train- 
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ing in triangulation. 

b. Outline. Have the section solve a field tri- 
angulation problem. 

85. THIRD PERIOD 

a. Objective. To give the survey parties train- 
ing in resection. 

b. Outline. Have the section solve a field re- 
section problem. 

86.. FOURTH PERIOD 

fl. Objective. To give the survey parties train- 
ing in surveying by traverse and the checking 
of azimuths by sun observations. 

6. Outline. Have the section solve a field trav- 
erse and a suii observation problem. 



87. TOPOGRAPHICAL SECTION 

(battery phase) (16 hrs.) 



pi 


H2 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


8 


Sound base sur- 


Pars. 104 


Field. . . 


Section sur- 






vey (practical 


and 106. 




vey equip- 






exercise). 






ment. 


2 


8 


Flash rapid in- 


Pars. 132, 


. . .do. . . 


Do. 






stallation survey 


141. 










with expansion 












to flash deliber- 












ate installation 












(practical exer- 












cise). 









— ^period. 
.- *I5 — houiB. 
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88. FIRST PERIOD 



a. Objective. To give the survey parties train- 
ing in establishing a straight sound base. 

b. Outline. Have the section establish a straight 
sound base. The sound base should be selected 
to provide a good tactical problem. 

89. SECOND PERIOD 

a. Objective. To give the survey parties train- 
ing in performing the survey for a rapid flash 
installation and then expanding it to a deliberate 
flash installation. 

b. Outline. Have the section establish a rapid 
flash installation and then expand it to a delib- 
erate flash installation. Provide a tactical situa- 
tion for this field problem. 



90. TOPOGRAPHICAL SECTION 

(battalion phase) (16 hrs.) 



P' 


H2 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


8 


Comprehensive 
survey (practi- 
cal exercise). 


Pars. 62- 
94. 


Field. . . 


Section sur- 
vey equip- 
ment. 


2 


8 


.. ..do 


.. ..do. . . . 


...do. .. 


Do. 













ip — period, 
2H — hours. 



91. FIRST PERIOD 

a. Objective. To provide training for all of the 
survey parties in their normal survey mission. 

b. Outline. Have the topographical sections con- 
duct a battalion field problem with all survey 



433 



parties necessary to complete the survey. This 
problem should include all types of survey. 

92. SECOND PERIOD . 



Same as paragraph 91. 

93. OPERATIONS SECTION. SOUND PLATOON 

(section phase) (32 hrs.) 



pi 




Subject 


Tert 
references 


Area 


Training aids 
and equipment 


1 


1 


Organization and 
missions of the 
observation bat- 
talion (confer- 
ence). 


Par. 1-15. 


Class- 
room. 


Blackboard. 


2 


2 


Organization, 
missions, and 
duties of per- 
sonnel (confer- 
ence). 


Par. 15. .. 


...do. .. 


Do. 


3 


1 


Description of 
equipment (con- 
ference and 
demonstration). 


Par. 108- 
110, 112- 
113, 115- 
117. 


...do. .. 


T/O&E 
equipment. 


4 


2 


Principles of 
sound ranging 
(conference). 


Par. 95- 
96, 114- 
115. 


. . .do. . . 


Blackboard. 


5 


4 


Sound installa- 
tions (confer- 
ence). 


Par. 96- 
110. 


...do. .. 


Do. 


6 


4 


Sound record 
reading (con- 
ference and 
practical exer- 
cise). 


Par. 96, 
113-114, 
1256, 
126. 


. . .do. . . 


Sample rec- 
ords. 



ip — period, — ^hours. 
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P' 




Subject 


Text 
references 


Area 


Training aids 
and equipment 


7 


4 


Sound plotting 
(denionstration 
and practical 
exercise). 


Par. 96/, 

11c 1 1 r7 

lib— 117, 
123-125. 


Class- 
room. 


Sound base 
fans, plot- 
ting board. 


8 


2 


Correction charts 
(demonstration 
and practical ex- 
ercise). 


Par. 104, 
115. 


...do. .. 


Correction 
charts and 
wind correc- 
tion DA 
AGO Form 
6^. 


9 


4 


Gridding plotting 
board (demon- 
stration and 
practical exer- 
cise). 


Par. 116/. 


.. .do. .. 


Plotting 
board. Ml. 


10 


4 


Command post 
exercise (practi- 
cal exercise); 


Par. 116. . 


Class- 
room 
or 

field. 


Regular base 
and irregu- 
lar base fan. 


11 


4 


,. ..do 


....do.... 


...do. .. 


Plotting 
board Ml. 











ip — period. *H — ^hours. 



94. FIRST PERIOD 

a. Objective. To discuss the organization and 
missions of the observation battalion. 

6. OutliTie. Stress how the sound platoon fits 
into the organization of the battalion and how 
the platoon does its part in carrying out the 
overall, missions of the battalion. 

95. SECOND PERIOD 

a. Objective. To show the organization of the 
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sound platoon, its missions, and how each indi- 
vidual fits into the organization, and what he 
does in accomplishing the mission by his own 
action. 

b. Outline. Discuss in detail the organization 
and mission of the sound platoon during the first 
part of this period. During the second part, cover 
the duties of the individual soldier in accomplish- 
ing. the.mission.. 

96. THIRD PERIOD 

a. Objective. To demonstrate the operation of 
the sound platoon equipment. 

b. Outline. Discuss in detail, during the demon- 
stration, the primary purpose of each piece of 
equipment and in general how each part helps 
to accomplish the mission of the platoon. 

97. FOURTH PERIOD 

a. Objective. To give a basic background in 
sound by discussing the theory of sound ranging 
to include fundamentals of sound, sound travel 
and audibility, and principles of artillery sound 
ranging. 

6. Outline. Stress fundamentals and basic con- 
cepts of sound ranging. 

98. FIFTH PERIOD 

a. Objective. To teach the different types of 
sound bases, the advantages and disadvantages 
of each type, and the methods and factors affect- 
ing the selection of each type. 
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b. Outline. Review the various elements of a 
sound ranging installation, and then discuss in 
detail the following: 

(1) Length of bases. 

(2) Type of bases. 

(3) Comparison of bases. 

(4) Direction of bases. 

(5) Location of bases. 

(6) Method of installation. 

(7) Deliberate and hasty bases. 

99. SIXTH PERIOD 

a. Objective. To teach the procedures for in- 
terpreting and reading sound ranging records. 

b. Discuss the purpose of the sound record; 
give a description of the sound record, the form 
for recording, and the relation of patterns to 
sound-source locations. Advance the class from 
elementary records to difficult records. 

100. SEVENTH PERIOD 

a. Objective. To teach the use of the regular 
and irregular base plotting fans. 

b. Outline. Describe the regular and irregular 
base fans, their construction, and preparation of 
the plotting boards to use with them; follow up 
with practical work in using the fans. 

101. EIGHTH PERIOD 

a. Objective. To teach the theory of sound cor- 
rections and the necessity for those corrections. 
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b. Outline. Explain standard weather condi- 
tions; explain the application of corrections for 
wind, temperature, and curvature, and how to 
enter them on the form. 

102. NINTH PERIOD 

a. Objective. To teach the procedures for using 
prepared grids and for gridding the Ml board. 

b. Outline. Explain the necessity for using 
grid sheets for plotting charts and how they are 
placed on the Ml board. Conduct a demonstra- 
tion of gridding the Ml board, followed by a 
practical exercise for the class in gridding the 
board. 

103. TENTH PERIOD 

a. Objective. To form the section into a team 
by a command post exercise in which the regular 

-and irregular base fans are used in plotting. 

b. Outline. Explain the duties of each man in 
the section during the first part of the period; 
process a record slowly so each man sees exactly 
how he fits into the team. Assign duties and have 
the men process missions. 

104. ELEVENTH PERIOD 

a. Objective. To form the section into a team 
by a command post exercise using the Ml board. 

b. Outline. Have the section process missions 
using the section equipment. Critique each posi- 
tion of the team. 
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105. SOUND PLATOON 

(platoon phase) (16 hrs.) 



pi 


m 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


4 


Command post 
exercise. 


Par. 116- 
117. 


Class- 
room. 


Calculator 
and plotting 
board, Ml. 


2 


4 


.. ..do 


Par. 116/. 


Field. . . 


T/O&E 
equipment 
and 200 lbs. 
TNT and 50 
electric caps. 








3 


8 


Field exercise. 


Par. 117. . 


. . .do. . . 


T/O&E 
equipment 
and 400 lbs. 
TNT and 
100 electric 
caps. 



ip — period. 
*H — ^hours. 



106. FIRST PERIOD 

a. Objective. To weld the members into an effi- 
cient operating team in the platoon by a command 
post exercise using the calculator method and 
Mi board. 

b. Outline. Demonstrate the use of the calcula- 
tor in speeding up a mission during the first part 
of the period. Have the platoon process missions. 
Try to develop accuracy and speed. 

107. SECOND PERIOD 

a. Objective. To teach the platoon to work as 
a team. 



439 



b. Outline. Have the platoon locate sound 
sources, process by standard methods, and re- 
port locations in a field exercise. (Use TNT to 
stimulate enemy guns.) Correct procedure should 
be checked along with accuracy and speed. Co- 
ordinate problem with battery. 

108. THIRD PERIOD 

a. Objective. To have a platoon field exercise. 

b. Outline. Have the platoon install a hasty 
base and operate it and then expand to a delib- 
erate base, emphasizing the use of special meth- 
ods. Check on procedure and accuracy and try 
to increase speed in processing missions. 



109. SOUND PLATOON 

(battery phase) (16 hrs.) 



P' 


H' 




Text 




Training aids 


Subject 


references 


Area 


and equipment 


1 


8 


Field exercise — 


Par. 95- 


Field. . . 


T/O&E 






sound locations. 


126. 




equipment 












and one 155- 












mm howit- 












zer section 












with 50 rds. 












of ammuni- 












tion. 


2 


8 


Field exercise — 


.. ..do. . . . 


. . .do. . . 


Do. 






sound locations 












and adjust- 












ments. 









•P — period. 
*H — houia. 
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no. FIRST PERIOD 

a. Objective. To coordinate the platoon into the 
battery team by a field exercise. 

h. Outline. Coordinate this period with the bat- 
tery in a tactical problem. The first part of the 
exercise should be devoted to use of the plotting 
fans and the latter portion to the Ml plotting 
board. 

ill. SECOND PERIOD 

a. Objective. To coordinate the platoon into the 
battery team by a field exercise combining sound 
locations and adjustments. 

b. Outline. Use the first part of the period to 
work on standard plotting methods and the sec- 
ond part to work on the calculator method. 



112. SOUND PLATOON 

(battalion phase) (16 hrs.) 



pi 


H2 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


8 


Field exercise — 


Par. 95- 


Field. . . 


T/O&E 






sound locations. 


126. 




equipment 












and one 155- 












mm howit- 












zer section 












with 40 rds. 












of ammuni- 












lion. 


2 


8 


Field exercise — 


.. ..do 


.. .do. .. 


Do. 






sound locations 












(calculator 












method). 









>P — period. 
— hours. 
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113. FIRST PERIOD 



a. Objective. To have the platoon working 
through the battery in a tactical battalion field 
exercise. 

6. Outline. Devote the entire period to stand- 
ard plotting methods. Emphasize procedure, accu- 
racy, and speed. 

1 14. SECOND PERIOD 

a. Objective. To have the platoon work as part 
of the battery in accomplishing the battalion mis- 
sions in a tactical field exercise. 

b. Outline. Devote the entire period to the cal- 
culator method. 



115. OPERATIONS SECTION, FLASH PLATOON 

(section phase) (32 hrs.) 







Subject . 


Text 
references 


Area 


Training aids 
and equipment 


1 


1 


Organization, 
missions, and 
principles of em- 
ployment of the 
observation bat- 
talion (confer- 
ence)'. 


Par. 3-21 . 


Class- 
room. 


Blackboard. 


2 


2 


Organization, 
• missions, meth- 
ods, and duties 
of personnel of 
the flash platoon 
(conference). 


Par. 15, 
127-130, 
139. 


.. .do, . . 


Do. 


3 


1 


Description of 
equipment (con- 


Par. 129, 
139, 142. 


Class- 
room 


Spotting 
scope, out- 



'P — period. — ^hours. 
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pi 


m 


Subject 


Text 
references 


Area 


Training aids 
and equipment 






f erence and 
demonstration). 




or 

field. 


post unit, 
switchboard, 
plotting 
board. 


4 


2 


Flash spotting in- 
strument (con- 
ference and 
practical exer- 
cise). 


Par. 129.,. 


Field. . . 


Spotting 
scopes. 


5 


2 


Flash switch- 
board (confer- 
- ence and practi- 
cal exercise). 


Par. 139. . 


Class- 
room 
or 

field. 


Switchboard. 


6 


2 


Flash plotting 
board (confer- 
ence and practi- 
cal exercise). 


Par. 142. . 


...do. .. 


M5 board. 


7 


2 


Survey methods 
(conference). 


Par. 132, 
141. 


Class- 
room. 


Blackboard. 


8 


2 


Types of plotting 
charts (demon- 
stration). 


Par. 134- 
135, 142. 


...do. . 


M5 board, 
grid sheet, 
maps, air 
photos. 


9 


2 


Operating pro- 
' cedure (confer- 
ence and practi- 
cal exercise). 


Par. 136- 
137, 144- 
149. 


...do. .. 


Blackboard. 


10 


4 


Observers: Care 
and operation o) 
flash spotting 
instrument (con- 
ference and prac- 
tical exercise). 


Par. 129, 
131, 139- 
140. 


Field. . . 


Spotting 
scopes, 15 
charges of 
smoke puSs 
3fffercus- 
sion caps 
and 15 high- 
burst sig- 
nals. 

44^ 



ip — period. «H — hours. 
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pi 


JJ2 


oUujGCt 


Text 
references 


Area 


Training aids 
Hnd GQuipniGnt 






Plotting central 


Par. 134- 


Class- 


M5 plotting 






pergmnel: Gen- 


135, 142. 


room 


board. 






eral plotting MS 




or 








board (confer- 




field. 








ence and practi- 












cal exercise). 








11 


4 


Observers: Flash 


Par. 129- 


Field. . . 


Spotting 






spotting instru- 


131, 139- 




scopes and 






ment (practical 


140. 




15 smoke 






exercise). 






puns ana oO 












percussion 












caps. 






Plotting central 


Par. 143 . . 


Class- 


MS plotting 






personnel: Re- 




room 


board. 






section, three- 




or 








point, M5 board 




field. 








(conference and 












practical exer- 












cise). 








12 


4 


Flash ranging ex- 


Par. 139- 


Field. . . 


All flash 






ercise (minia- 


144. 




equipment 






ture) using a 






and 20 






deliberate in- 






smoke puffs 






stallation (prac- 






and 40 per- 






tical exercise) . 






cussion caps. 


13 


4 


Flash ranging ex- 


Par. 130- 


...do. .. 


Do. 






ercise (minia- 


138. 










ture) using a 












rapid installa- 












tion (practical 












exercise). 









'P — period. 'H — ^hours. 



1 16. FIRST PERIOD 
a. Objective. To teach members of the flash 
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platoon the organization of the observation bat- 
talion, its missions, and how they fit into the 
overall picture. 

b. Outline. Discuss the organization of the bat- 
talion and its missions so that the soldier in the 
platoon will see exactly why he is needed in his 
job to carry out the missions and why the bat- 
talion is organized as it is. 

117. SECOND PERIOD 

a. Objective. To teach the organization of the 
flash platoon, its mission, its methods, and duties 
of each individual in the platoon. 

b. Outline. Discuss how the platoon is formed, 
what it is trying to do, and what each member 
does to accomplish the mission. 

118. THIRD PERIOD 

a. Objective. To show the equipment of the 
flash ranging platoon with a brief discussion of 
each major item and a short demonstration of 
the entire platoon equipment in operation. 

b. Outline. Start this discussion and demon- 
stration with the spotting scope and outpost 
equipment, and work back from the OP through 
the flash switchboard to the plotting board. 

119. FOURTH PERIOD 

a. Objective. To teach the nomenclature, care, 
and use of the flash spotting instrument. 

h. Outline. Stress the care and use of the in- 
strument during the first half of this period, 
including setting up and the nomenclature of 
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the principal parts. During the second half, have 
the section set the instruments up and practice 
reading the scales. 

120. FIFTH PERIOD 

a. Objective. To acquaint all the members of 
the platoon with the flash switchboard, including 
its nomenclature and operation. 

h. Outline. Discuss the main parts of the switch- 
board after the men have set it up. The switch- 
board should then be put in operation, and each 
man should operate it for a short time. 

121. SIXTH PERIOD 

a. Objective. To show the set-up and operation 
of the M5 board, and to show the plotting equip- 
ment for a rapid flash ranging installation. 

b. Outline. Set up and operate the M5 board 
during the first part of this period. Discuss the 
various parts of the board. Near the close of the 
period, compare the accuracy of plotting on 
the M5 board with that obtained using the plot- 
ting equiprnent for rapid installations. 

122. SEVENTH PERIOD 

a. Objective. To teach the various survey meth- 
ods used in locating flash ranging bases for both 
rapid and deliberate installations. 

b. Outline. Discuss location by traverse, re- 
section for use with deliberate flash installa- 
tions, and the various triangulation methods used 
for rapid installations. 
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123. EIGHTH PERIOD 



Objective. To show the various types of plot- 
ting charts and methods of reporting targets 
including the use of the target grid. 

b. Outline. Demonstrate the use of grid sheets, 
maps, and . aerial photos as plotting charts. Also 
demonstrate the use of thie target grid. 

124. NINTH PERIOD 

a. Objective. To teach the operating procedure 
including installation, observers, plotters, and 
switchboard operators. 

b. Outline. Cover all phases of operating pro- 
cedure very thoroughly and then conduct an exer- 
cise with members processing data back and forth 
until each member of the platoon can process mis- 
sions with both accuracy and speed. 

125. TENTH PERIOD 

a. Objective. 

(1) Observers. To give detailed instruction 
in the care and use of the flash spotting 
instrument. 

(2) Plotting central personnel. To give the 
plotting section detailed work on the 
plotting board. 

6, Outline. 

(1) Observers. Discuss and demonstrate the 
nomenclature, care, and use of the flash 
spotting instrument. After the demon- 
stration, the men should be required to 
take the instruments out of - the cases, 
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set them up, measure angles, and set off 
azimuths on the instruments. 
(2) Plotting central personnel. Review the 
nomenclature and use of the plotting 
laoard. After providing complete plot- 
ting data, have the plotters set up the 
board, plot the OP's, and run through 
several problems, including the report- 
ing of data, 

126. ELEVENTH PERIOD 

a. Objective. 

(1) Observers. To give additional practice 
in the care and use of instruments. 

(2) Plotting central personnel. To give the 
plotters additional practice in the oper- 
ation of the M5 board, including the 
solving of a three-point resection prob- 
lem. 

6. Outline. 

(1) Observers. Have the observers set up 
the instruments, practice measuring an- 
gles, and practice setting off readings on 
the instruments. 

(2) Plotting central personnel. Have the plot- 
ters set up the equipment and plot the 
location provided. Verify the location of 
the plotted OP's, and have the men go 
into a regular problem, obtaining loca- 
tions and processing the data. 

127. TWELFTH PERIOD 

a. Objective. To drill all individuals in their 
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duties and develop coordination in the platoon 
acting as a team on a miniature long base. 

b. Outline. Conduct a field exercise in an area 
small enough so that all members of the team can 
see the complete set-up, yet large enough to have 
a reduced scale plot of OP's and target area. The 
instructor should have a detail to handle the 
smoke puffs and should require correct procedure 
in processing the missions fired. 

128. THIRTEENTH PERIOD 

a. Objective. To drill all individuals in their 
duties and coordinate the work of the platoon 
divided into teams for rapid installations on a 
miniature scale. 

6. Outline. Same as paragraph 127&. 



129. FLASH PLATOON 

(platoon phase) (16 hrs.) 









Text • 




Training aids 


pi 


m 


Subject 


references 


Area 


and equipment 


1 


4 


Flash ranging 
exercise using a 
deliberate in- 
stallation (prac- 
tical exercise). 


Par. 139 . . 


Field. . . 


All flash 
equipment 
and 20 
smoke puffs 
and 40 per- 
cussion caps. 


2 


4 


Flash ranging 
exercise using a 
rapid installa- 
tion (practical 
exercise). 


Par. 130. . 


...do. .. 


Do. 
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pi 




Subject 


Text 
references 


Area 


Training aids 
and equipment 


3 


8 


Flash ranging 
exercise using a 
deliberate in- 
stallation (prac- 
tical exercise). 


Par. 139 . . 


Field. . . 


T/O&E 
equipment 
and one 105- 
mm howit- 
zer section 

wi+h f»n rfl«i 

of ammuni- 
tion. 



'P — period. 'H — ^hours. 



130. FIRST PERIOD 

a. Objective. To train the platoon as a team on 
a deliberate flash installation. 

b. Outline. Conduct a field exercise on terrain 
so selected that the various critical points are 
available for checking and control. Use smoke 
puffs to simulate firing. A critique should be held 
in the field following the problem. 

131. SECOND PERIOD 

a. Objective. To train the platoon as a team in 
operating rapid flash installations. 

b. Outline. Conduct a field exercise on terrain 
so selected that the various critical points are 
available for checking and control. If possible, the 
targets on this field exercise should be the same 
as those used during the previous period. (This 
should be done to provide a comparison of the re- 
sults.) Use smoke puffs to simulate firing. A 
critique should be held following the problem. 

132. THIRD PERIOD 

a. Objective. To train the platoon as a team to 
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increase accuracy and speed in the operation of 
a deliberate flash installation. 

b. Outline. Have the platoon conduct a regis- 
tration, a location, and an adjustment using one 
section of a field artillery firing battery. If a gun 
section is not available, have a detail fire smoke 
puffs. The instructor should stress accuracy, 
speed, and correct procedure in the exercise and 
should critique the problem in the field. 



133. FLASH PLATOON 

(battery phase) (16 hrs.) 



pi 


HS 


Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


8 


Flash ranging 


Par. 130, 


Field. . . 


T/O&E 






exercise using 


139. 




equipment 






both rapid and 






and one 105- 






deliberate in- 






mm howit- 






stallations 






zer section 






(practical exer- 






with 40 rds. 






cise). 






of ammuni- 












tion. 


2 


8 


Flash ranging 


Par. 139 . . 


. . .do. . . 


Do. 






exercise using a 












deliberate in- 












stallation (prac- 












tical exercise). 









»P — period. 
iH — hours. 



134. FIRST PERIOD 

a. Objective. To conduct a battery field exer- 
cise in which the flash platoon is coordinated with 
the remainder of the battery. 

6. Outline. Require the platoon to install a 
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rapid flash installation and expand it to a delib- 
erate flash installation. The instructor should co- 
ordinate this period with the battery in a tactical 

situation. 

135. SECOND PERIOD 

a. Objective. To train the platoon as an ele- 
ment of the battery team in a deliberate flash 
installation. 

h. Outline. Require the platoon to install a 
deliberate flash installation. The instructor should 
coordinate this period with the battery in a tac- 
tical situation. 

136. FLASH PLATOON 

(battalion phase) (16 hrs.) 



pi 


H2 


Subject 


Teirt 
references 


Area 


Training aids 
and equipment 


1 


8 


Field exercise — 


Par. 139, 


Field. . . 


T/O&E 






deliberate flash 


143. 




equipment 






installation 






and one 105- 






(practical exer- 






mm howit- 






cise). 






zer section 












with 40 rds. 












of ammuni- 












tion. 


2 


8 


.. ..do 


Par. 130, 


...do. .. 


Do. 








139. 







— period. 
2H — hours. 



137. FIRST PERIOD 

a. Objective. To train the platoon as a part of 
the battalion team in deliberate flash installation. 
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. b. Outline. Conduct a field exercise requiring a 
battalion to establish a deliberate flash installa- 
tion. Coordinate the flash platoon with the battery 
in the battalion tactical situation ; if possible, have 
the OP's locate themselves by resection. 

138. SECOND PERIOD 

a. Objective. To train the platoon in the bat- 
talion team in establishing a rapid flash instal- 
lation and expanding it to a deliberate flash in- 
stallation. 

b. Outline. Conduct a field exercise requiring 
the platoon to establish a rapid flash installation 
and expand it into a deliberate flash installation. 
Coordinate the platoon with the battery in the 
battalion tactical situation. 



139. RADAR PLATOON 

(section phase) (40 hrs.) 



pi 


m 


Subject 


Text 
reffirences 


Area 


Training aids 
and equipment 


1 


1 


Organization and 
mission of the 
observation bat- 
talion and bat- 
teries (confer- 
ence). 


Par. 10- 
15. 


Class- 
room. 


Blackboard. 


2 


1 


Organization and 
mission of radar 
platoon and sec- 
tion (confer- 

l ence). 


Par. 151, 
163. 


...do. .. 


Do. 


3 


2 


- Plotting central 
operation (dem- 


Par. 153, 
162-163. 


Battery 
area. 


T/O&E 
equipment. 



— ^period. *H — hours. 
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pi 


H' 


Subject 


Text 
references 


Area 


Training aids 
and equipment 






onstration and 
practical exer- 
cise). 








4 


4 


Individual duties 
in emplacement, 

start-stop, and 
march order 
(demonstration 
and practical 
exercise). 


Par. 153, 
.160-163. 


Battery 
area. 


T/O&E 
equipment. 


6 


2 


Plotting central 
operation (prac- 
tical exercise). 


Par. 153, 
162-163. 


. . .do. . . 


Do. 


6 


2 


Individual duties 
in emplacement, 
start-stop, and 
march order 
(practical exer- 
cise). 


Par. 153, 
160-163. 


...do. .. 


Do. 


7 


4 


Mortar location 
(field exercise). 


Par. 158- 
160, 162- 
163. 


Field. . . 


T/O&E 
equipment 
and one 
mortar w/ 
crew and 60 
rds. of am- 
munition. 


8 


8 


....do 


.. ..do. . . . 


.. do. ,. 


T/O&E 
equipment 
and one 
mortar w/ 
crew and 
100 rds. of 

Q fYiTYi 1 1 m 
allUilUill IflUxl ■ 








9 


8 


Howitzer location 
(field exercise). | 


.. ..do 


...do. .. 


T/O&E 
equipment 



— period. *H — hotirs. 
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pi 




Subject 


Text 
references 


Area 


Training aids 
and equipment 












and one 105- 
mm howit- 
zer w/crew 

of anununi- 
tion. 


10 


4 


Registration and 
adjustment of 
friendly artillery 
(field exercise). 


Par. 164- 
165. 


...do. ,. 


T/O&E 
equipment 
and one 105- 
mm howit- 
zer w/crew 

flTiH 40 rds 

of ammuni- 
tion. 


11 


4 


Battlefield sur- 
veillance (field 
exercise). 


Par. 166... 


Area 
where 
fre- 
quent- 
ly trav- 
eled 
road is 
within 
sight. 


T/O&E 
equipment. 



ip — period. 
*H — hours. 



140. FIRST PERIOD 

a. Objective. To familiarize the personnel of 
the radar sectidn with the organization and mis^ 
sion of the observation battalion and its batteries. 

b. Outline. Show graphically the various organ- 
izations of the battalion and batteries, and explain 
how they work together to accomplish the mis- 
sions of the battalion. 
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141. SECOND PERIOD 



a. Objective. To teach the personnel of the 
radar section the organization and mission of the 
radar platoons and sections. 

b. Outline. Show the elements of the platoons 
and sections, and explain what each man does in 
weapon location. 

142. THIRD PERIOD 

a. Objective. To teach the functioning of the 
personnel of the plotting central as a team. 

b. Outline. Demonstrate each man's duty, and 
then have the group practice as a team, using 
predetermined data. 

143. FOURTH PERIOD 

a. Objective. To review individual duties of the 
members of the radar section, and to show the 
men how to work together. 

b: Outline. Demonstrate each man's duties ; re- 
quire individual practice to improve individual 
skills. 

144. FIFTH PERIOD 

■ a. Objective. To improve individual skills in 
operating the plotting central. 

b. Outline. Practice operating as a team, using 
predetermined data, 

145. SIXTH PERIOD 

a. Objective. To gain skill in individual duties 
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in emplacement, start-stop, and march order. 

b. Outline. Practice emplacing, starting, stop- 
ping, and march, order with a radar. 

146. SEVENTH PERIOD 

a. Objective. To teach and practice pickup, 
tracking, plotting, and plot interpretation pro- 
cedure in locating mortars. 

b. Outline. Conduct a field exercise in which 
the radar section practices mortar location using 
a mortar firing live ammunition. 

147. EIGHTH PERIOD 
Same as paragraph 146. 

148. NINTH PERIOD 

a. Objective. To teach and practice pickup, 
tracking, plotting, and plot interpretation pro- 
cedure in locating howitzers. 

6. Outline. Conduct a field exercise in which the 
radar section practices locating a howitzer firing 
live ammunition. 

149. TENTH PERIOD 

a. Objective. To teach the techniques and pro- 
cedures required to register and adjust friendly 
artillery. 

b. Outline. Conduct a field exercise in which 
the radar section practices registering and adjust- 
ing the actual fire of a howitzer. 
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150. ELEVENTH PERIOD 



a. Objective, To teach the techniques and pro- 
cedure of locating moving ground targets. 

b. Outline. Conduct a field exercise in which 
the radar section carries on surveillance of a fre- 
quently traveled road or roads and reports traffic 
movements thereon. 



151. RADAR PLATOON 

(battery phase) (16 hrs.) 



pi 




Subject 


Text 
references 


Area 


Training aids 
and equipment 


1 


8 


Field exercise in- 


Par. 32- 


Field. . . 


One 105-rhm' 






cluding fire ad- 


41, 164- 




howitzer, 80 






justment. 


165. 




rds., skele- 












ton FDC. 


2 


8 


Field exercise in 


Par. 32- 


...do. .. 


One 105-nim 






weapon location 


41,160- 




howitzer, 






to include a for- 


163. 




80 rds. 






ward displace- 












ment. 









*P — period. 
'H — hours. 



152. FIRST PERIOD 

a. Objective. To teach the operation of the ob- 
servation battery as a team. 

b. Outline. Include the following : 

(1) Selection and occupation of position. 

(2) Survey location of all battery elements. 

(3) Adjustment of fire by radar. 

(4) Communications exercise, stressing the 
means and nets available in the battery. 
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153. SECOND PERIOD 

a. Objective. To teach the operation of the ob- 
servation battery as a teana. 

6. Outline. Include the following : 

(1) Selection and occupation of position. 

(2) Survey location of all battery elements. 

(3) Location of hostile artillery by radar. 

(4) Forward displacement by echelon. 



154. RADAR PLATOON 

(battalion phase) (16 hrs.) 



pi 


m 


Subject 


Text 
references 


Area 


Trainii^ aids 
and equipment 


1 


8 


Battalion RSOP 


Par. 32- 


Field. . . 


One 105-mm 






to include fire 


41, 164- 




howitzer, 80 






adjustment 


165. 




rds. HE, 






(field exercise). 






skeleton 












FDC. 


2 


8 


Battalion RSOP 


Par. 32- 


.. .do. .. 


One 105-mm 






to include weap- 


41, 160- 




howitzer, 80 






on location and 


163. 




rds.HE. 






forward dis- 












placement (field 












exercise). 









ip— period. 
»H — ^hours. 



155. FIRST PERIOD 

a. Objective. To teach the tactical employment 
of the observation battalion. 

b. Outline. Include the following : 

(1) Selection and occupation of position. 

(2) Survey location of all elements of the 
battalion. 

Wa7»7«— 51— 30 
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(3) Adjustment of fire by radar. 

(4) Communications exercise. 

156. SECOND PERIOD 

a. Objective. To teach the tactical employment 
of the observation battalion. 

b. Outline. Include the following : 

(1) Selection and occupation of position. 

(2) Survey location of all elements of the 
battalion. 

(3) Location of hostile artillery by radar. 

(4) Communications exercise. 

(5) . Forward displacement. 
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APPENDIX III 
REFERENCE DATA 



1. GENERAL 

Azimuths and angles of site must be measured 
accurately in order to obtain acceptable locations 
or adjustments. It is necessary that intruments be 
in adjustment or that the error of the instrument 
be known and a correction applied. The adjust- 
ment of transits or observing instruments may be 
made or the error may be determined by methods 
described in TM 5-235. An instrument can be 
checked by comparison with other instruments, 
by multiple measurement of the same angle, or 
by closing the horizon, as discussed in chapter 6. 

2. ANGLE-OF-SITE ADJUSTMENT 

a. Since cross-country movement makes it dif- 
ficult to keep instruments in adjustment the angle- 
of-site adjustment, must be made frequently. The 
adjustment can be made by the "peg" method 
described in TM 5-235. 

h. A quick method of checking the angle-of-site 
error in an instrument is by calibration as follows : 
(1) Two instruments, A and B, are set up 
at approximately the same height, facing 
each other with their objective lenses 
about 2 feet apart, and adjusted so that 
the cross hairs of each instrument can 
be seen in the other. The bubbles are 
carefully leveled, and a reading is taken 
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on each instrument to the horizontal 
cross hair of the other. If the two instru- 
ments are in perfect adjustment, the 
readings will be the same. If the read- 
ings are different, their algebraic sum 
is the algebraic sum of the errors in the 
two instruments. Both instruments are 
then laid on the same distant object and 
the angle of site to this distant object is 
read on each instrument. The difference 
between these two readings is the alge- 
braic difference of the errors, of the two 
instruments. Having, found the algebraic 
sum and the algebraic difference of the 
two errors, these errors may be deter- 
mined by solution of a, pair of algebraic 
equations, as illustrated in the example 
in (2) below. 

(2) Let a be the error in instrument A, and 
h the error in instrument B. When read- 
ing on the horizontal cross hair of the 
other, instrument A reads —6 mils, and 
instrument B reads 0 mils. 
Then: a + & = — 6 mils (1) 
When reading to the distant object, A 
reads 45 mils and B reads 43 mils. 
Then: a — 6 = +2 mils .(2) 
Adding equations' (1) and (2) : 
2a = -4 
a = -^2 mils 

Substitutions of this value of a in either 
(1) or (2) gives: 
6, = —4 mils 



(3) This means that the vertical angle scale 
of instrument A reads 2 mils too low. 
The correction to be applied to any angle 
of site measured by this instrument is 
therefore + 2 mils. Similarly, the cor- 
rection for instrument B is + 4 mils. 

(4) The error found for each instrument and 
the instrument number should be re- 
ported to the plotting central. Care must 
be taken to avoid confusing the instru- 
ment error with the correction. In the 
example, instrument A has an error of 
—2 mils; the correction is + mils. 

c. Before departing for the observation post, 
each observer will, if time permits, ascertain his 
instrument error by the method described above. 
If possible, instrument adjustment will be per- 
formed independently by each observer, and the 
results will be compared. 

3. MOUNTING DRAWING PAPER ON IMPRO, , 
VISED SOUND RANGING PLOTTING BOARD 

The drawing board on which paper is to be 
mounted should be 3/4-inch plywood or 3/4-inch 
hardwood, reinforced by strips on the back to pre- 
vent warping. All varnish or shellac is removed 
from the top surface, the edges, and from a 3-inch 
margin all the way around the back surface of the 
board; these surfaces are then smoothed with a 
fine grade of sandpaper. A good grade of fine- 
grained (high-surfaced) drawing paper (medium 
thickness) is cut to a size 6 inches larger in length 
and width than the board. The paper is saturated 
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with water and allowed to stand about 5 minutes. 
The surplus water is then wiped off. The pre- 
pared surface of the board is dampened and cov- 
ered with a thin coat of good glue. The wet paper 
is placed on and stretched over the board, and 
the edges turned over, •saw-toothed, and glued to 
the edges and back of the board. Thus, the draw- 
ing paper is glued to the board at every point. The 
board is then weighted down to hold the paper in 
position until dry (about 48 hours). 

4, LAYING OFF TIME SCALES FOR SOUND 

PLOTTING ON IMPROVISED PLOTTING BOARD 

A convenient way to lay off time scales for 
sound plotting is by the tangent method. Tables 
for this purpose are included in appendix VIL 
Similar tables may be made up for other lengths 
of subbases by determining from trigonometric 
tables the tangents of the angles I) whose sines 
are equal to t/s for various values of t. To lay off 
a time scale for a subbase M1M2 (fig. 147), the 
perpendicular bisector CO of the subbase is 
drawn. An arc, along which the time scale gradu- 
ations are to be drawn, is constructed at a con- 
venient place. This arc is not necessarily con- 
centric about C. At K, a convenient distance from 
C (for example, 10,000 meters at the scale of the 
plot), a line KE is drawn perpendicular to CO. To 
lay off the graduation for a time interval t, the 
.corresponding tangent is found in the proper 
table. This tangent is multiplied by the distance 
CK (10,000 meters) and the resulting distance is 
scaled off from K along the line KE. Points are 
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located to the right for positive values t, and to the 
left for negative values of t. A straightedge is laid 
from C to each point so located on KE, and the 
line extended to locate a corresponding point are 
the arc. Referring to figure 147, the subbase s is 
4 sound-seconds. Assuming a time interval ^ of 1 
second, tan D, from table XVI in appendix VII, is 
0.25820. If CK is 10,000 meters, the point for t = 
+ is laid off 0.25820x10,000=2582.0 meters at the 
scale of the plot, along KE to the right of K. This 
point, projected in line with C to the arc, locates the 
graduation for t = +1 second. Graduations for 




Mj C Ml 



Figure H7. Laying off time scales. 
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other values of t are located in a similar manner ; 
positive time intervals are laid oflf to the right of 
K ; negative time intervals, to the left of K. After 
completing graduations corresponding to the time 
intervals listed in the tables, the scales are further 
subdivided by interpolation, usually to one-hun- 
dredth-second intervals. 



5. FORMULAS FOR SOLUTION OF 
RIGHT TRIANGLES 

In the right triangle ABC (fig. 148) : 
= + 6^ 
sine (sin) A = a^= cos B 
c 

cosine (cos) A = b_= sinB 
c 

tangent (tan) A = a_= cot 5 

b 

cotangent (cot) A = b_= tan B 
a 




Figure H8. Right triangle. 
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6. FORMULAS FOR SOLUTION OF 
OBLIQUE TRIANGLES 

In the oblique triangle ABC (fig. 149) : 

a = h — e (law of sines) 



"sin A sin B sin C 

B 



b 

Figure H9. Oblique triangle. 

= + — 2ab cos C (law of cosines) 

a — b = tan 1/2 (-4 — B) (law of tangents) 

a + b tan {A + B) 
tan A = a sin C (short tangent formula) 

b — (a cos C) 

7. FORMULAS FOR SOLUTION OF 
ASTRONOMIC TRIANGLES 

In the astronomic triangle North celestial pole 
— Zenith — sun (fig. 48) : 



tan A = ^ sin {s — h) sin (g — latitude) 

cos s cos (s — J)) 

(altitude method) 



467 



tan A = 



sin t 



(hour angle) 



cos lat. tan decl. — sin lat. cos t method) 



where 0 


= position of observer 


Z 


= zenith 


S 


= position of celestial body 


A 


= azimuth to celestial body (east 




or west of true north) 


7 

h 


— altitude of celestial body 


P 


= polar distance (90° — declina- 




tion) 


s 


= 1/2 (latitude + 11 + %)) 


t 


= hour angle of celestial body in 



arc 



8. FUNCTIONS OF ANGLES 



Functions of angles in any quadrant in terms 

of angles in the first quadrant are given in the 
following table (6 stands for Bearing) : 





-6 


90° =t 6 


180° ± 6 


270° * 6 


sin 


— sin 6 


+ cos b 


=t= sin h 


— cos 6 


cos 


+ cos b 


=p sin 6 


— cos 6 


=•= sin 5 


tan 


— tan b 


T cot 6 


± tan 6 


T cot 6 


cot 


— cot 6 


=F tan 6 


± cot 6 


=f tan 6 



9. APPEARANCE OF OBJECTS AT 
DIFFERENT DISTANCES 

a. An object appears nearer — 

(1) When looking over water, or over a large 
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ravine or depression. 

(2) When the sun is behind the observer. 

(3) When air is clear, especially after a rain. 

(4) When the background is in contrast with 
the color of the object. 

(5) When using field glasses. 

(6) When trees are leafless, as in winter. 

(7) When trees or branches are silhouetted 
against a clear skyline or contrasting 
background. 

b. An object appears more distant — 

(1) When looking over rolling country. 

(2) When the sun is in front of the observer. 

(3) When air is not clear due to fog, smoke, 
rain, etc. 

(4) When background is similar in color to 
that of an object. 

(5) On hot days, especially when the ground 
is moist, an object will appear more dis- 
tant if observed :^om a kneeling or sit- 
ting, position. (Owing to heat radiation.) 

c. Objects appear as indicated at ranges (in 
yards) of — 



Range 
in yards 


Trees 


Troops 


Buildings 


1,000 


Minor branches 
distinguishable. 
Foliage blends 
into cluster-like 
shapes with sky 
as background; 
daylight can be 
seen through the 
branches. 









449 



Trees 



Foliage densely 
clustered, pre- 
senting a rough 
surface. Out- 
lines of large 
branch or group 
of branches dis- 
tinguishable. 

Lower half of 
trunks visible; 
main branches 
blend with foli- 
age. 

Trunks blend 
with foliage; 
surface of 
clusters smooth. 

Entire area cov- 
ered by trees ap- 
pears like a 
bushy area at 
about 100 yards, 
except that sur- 
face is smoother 
and blacker. 



Troops 

Infantry col- 
umn can be 
distinguished. 



Dismounted, in 
small masses; 
mounted out- 
lines of horses 
become dis- 
tinguishable. 
Vehicles in col- 
umn distin- 
guishable. 

Truck columns 
and horse- 
drawn artillery 
can be dis- 
tinguished. 



Buildings 

Sign posts and 
national in- 
signias dis- 
tinguishable. 



Ordinary 
houses dis- 
tinguishable. 

Ordinary fac- , 
tory chimneys 
and steel water 
towers become 
distinguish- 
able. 



Churches, cas- 
tles, and prom- 
inent buildingp 
distinguish- 
able. 



APPENDIX IV 



CONVERSION FACTORS AND 
CONVERSION TABLES 



Table I, Conversion Factors 



To convert 

Degrees (angle) . , , 

Degrees 

Feet 

Feet. . : 

Feet 

Gallons (Imperial) 
Gallons (U. S.).. . 

Gallons 

Gallons 

Gallons 

Grads 

Grads 

Grads 

Grads. ........... 

Grams 

Grams. 

Inches 

Inches of mercury 

Liters 1 . . . 

Liters 

Liters. ......... 

Meters 

Mieters. 

Meters: 

Meters 



. To 


Multiply by 


Logarithm 


Grads 


1 .1111111 


0 


045 


7575 


Mils 


17.777778 




249 


8775 


Meters. 


0.30480061 


9 


.484 


0158 


Miles 


0.00018939 


6 


277 


3661 


Sound-seconds. . . 


0.00090286 


6 


.955 


6171 


Gallons (U. S.). . . 


1.2009 


0 


079 


6219 


Gallons (Imperial) 


0.83268 


9 


920 


4781 


Liters. 


3.7853 


0 


578 


1040 


Ounces (fluid) ' . . . 


128 


2 


107 


2100 


Pints 


8 


0 


903 


0900 


Degrees 


0.9 


Q 
•7 






Mils 


16 


1 

X 






Minutes 


54 


I 


732 


3<).<?8 


Seconds 


3240 


3 


610 


6450 


Ounces (Av.) .... 


0.035274 


8 


547 


4537 




0.0022046 


7 


343 


3337 


Millimeters 


25.400 


1 


404 


8346 


Millibars . . . : 


33.864 


1 


529 


7377 


Gallons (U. S.).. . 


0.26418 


9 


421 


9860 


Ounces (fluid). . . . 


33.815 


1 


529 


1060 


Pints. ............. 


2.1134 


0 


324 


9860 


Feet. . . i . ... . . . . . 


3.2808333 


0 


515 


9842 


Miles . 


0.00062137 


6 


793 


3502 


Sound-seconds. . . 


0.0029621 


7 


471 


6012 


Yards 


1.0936111 


0 


038 


8629 
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To convert 


To 


Multiply by 


Logarithm 


Meters per second 


Miles per hour . . . 


2.2369 


n 
u 




uO^ i 


Miles 


Feet 


5280 


3 


722 


6339 


Miles 


Meters 


1609.3 


3 


206 


6498 


Miles 


Sound-seconds. . . 


4.7671 


0 


678 


2510 


Miles 


Yards 


1760 


3 


245 


5127 


Miles per hour. . . 


Meters per second 


0.44704 • 


9 


650 


3473 


Miles 


Yards per second . 


0.48889 


n 
9 




Of AO 




TtipViph nf lYiPTPiin? 

xxii^iicci ux xxxcx i^ux y 


0 029530 


8 


470 


2623 




Millimeters of 


0.75006 


9 


875 


0969 




mercury- 










Millimeters 


Inches 


0.03937 


Q 

O 




lDO'4 


ATillimpf pra of 


Millihars 


1.3332 


A 
U 


1 OA 
















Mils 


Decrees 


0.05625 


8 


760 


1226 


Mils 


Grads 


0.0625 


8 


795 


8800 


Mils 


Minutes 


3.375 


A 

0 






Mils 




202.5 


2 


306 


4250 


Minutes (angle) . 


Grads 


0.018518519 


8 


267 


6062 


Minutes 


Mils 


0.29629630 


Q 

y 


4(1 








28 350 


1 


452 


5463 


Av.) 














rrnllnTin 


0 0078125 


7 






fiimnpc! 




0 029573 


Q 

0 


Aid 


oy4u 


Ounces 


Pints 


0.0626 


o 


Ivb 


ooUU 


Pints 


CXi\ 11 nriQ 


0.125 


9 


096 


9100 


Pints 


Liters 


0.47317 


9 


675 


0140 


Pints 


Ounces (fluid) .... 


16 


1 


Z04 


1 OAA 






453 .59 


2 


656 


6663 




Orads 


0.00030864198 


6 


.489 




Seconds . 


Mils 


0. 0049382716 


7 


.693 


5750 


Sound-seconds. . . 


Feet 


1107.6 


3 


.044 


3829 


Sound 


Meters 


337.60 


2 


.628 


3988 


Sound 


Miles 


0.20977 


9.321 


7490 
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To convert 


To 


Multiply by 


Logarithm 


Sound 


Yards 


369.2 

0.91440183 

0.00056818 

0.0027086 

2.0455 


2.567 2617 
9.961 1371 
6.754 4873 
7.432 7383 
0.310 7898 


Yards 


Meters 


Yards 


Miles 


Yards 

Yards per second . 


Sound-seconds. . . 
Miles per hour . . . 



Table II. Conversion of Mils to Degrees, 
Minutes, and Seconds 

Hundreds of mils 



Mils 


Degrees 


Mils 


Degrees 


Mils 


Degrees 


100 


05°37'30" 


800 


4o°00'00" 


1,500 


KJ\J 


200 


IVWOO" 


900 


50°37'30" 


1,600 


OO'OO'OO' 


300 


16°52'30' 


1,000 


66°15W 






400 


22°30'00' 

W VV 


1,100 


61°52'30' 

vJi 


3,200 


180°00'00'' 


500 


28°07'30'' 

ArfU VI w 


1,200 


67''30'00" 


4,800 


270''00'00'' 


600 


33°45'00'' 


1,300 


73°07'30" 


6,400 


seo'oo'oo' 


700 


Ut/ £d£d %J\I 


1,400 


78''45'00'' 










Tens 


and units 






Mils 


Degrees 


Mils 


Degrees 


Mils 


Degrees 


X 




36 


V£i vX UV 


71 


W Vt/ UKj 


2 


W WW **v 


37 


V£t Vx \j£t 


72 


04°03'00' 

VrC vU W 


3 


00°10'08' 


38 


02°08'15*' 


73 


04°06'22"' 


4 


00''13'30'' 


39 


02"'H'38' 


74 


04°09'45' 


5 


00°16'52' 


40 


02''16'00' 


75 


04''13'08'' 


6 


00°20'15" 


41 


02''18'22" 


76 


04°16'30' 


, 7 


00°23'38" 


42 


02°21'45" 


77 


04'=19'52" 


8 


00°27'00" 


43 


02°25'08" 


78 


04°23'15" 


9 


00°30'22'' 


44 


02°28'30" 


79 


04°26'38'' 


10 


00°33'45' 


45 


02°31'52" 


80 


04°30'00'' 


11 


00''37'08' 


46 


02''35'15' 


81 


04°33'22' 


12 


00°40'30' 


47 


02°38'38' 


82 


04°36'45» 


13 


00°43'52' 


48 


02*'42'00' 


83 


04°40'08'' 


14 


00°47'15" 


49 


02°45'22" 


84 


04°43'30" 


15 


00°50'38" 


50 


02°48'45"' 


85 


04''46'52" 
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Mils 


Degrees 


Mils 


Degrees 


Mils 


Degree 


ID 


UU 0^ UU 


01- 


0^ I/O 


OD 


U4 ou 10 


1 7 


vv Oi 




U<5 OD oO 


87 
ot 


U4 Oo Oo 


18 


01°00'45' 


53 


02°58'52"' 


88 


04°57'00' 


19 


01°04'08.'' 


54 


03°02'15" 


89 


05''00'22' 


9A 


UI Ul OU 


Ou . 


UO UO OO 


OA 


UO Uo 40 


01 

Zi 


Ui iU Oii 


OO 


uo uy UU 


yi 


UO U i Uo 




01 14 15 


0/ 




yz 


AC01 f\fOt\tf 

Uo lU oU 


23 


01°17'38*' 


58 


03°15'45" 


93 


05°13'52'' 


24 


01°21'00" 


59 


03°19'08*' 


94 




OK 


Ul ^4 


DO 


AQOOO/O A'' 

Oo oO 




UO ZU OO- 


m 


01- 27 4o 


CI 


Ud 20 0^ 


on 
30 


Uo ^4 UU 




01 dl 08 


CO 

DJ 


AOOOO/1 
Od d\} 10 




UO Z ( zz 


28 


0r34'30" 


63 


03°32'38" 


98 


05"30'45'' 


29 


01°37'52" 


64 


03°36'00" 


99 


05°34'08" 


QA 


Ul 41 10 


DO 


Uo o*7 


1 HA 


Oo Of OU 




Ul 44 oiS 


DO 


Uo 4Z 40 








Ul 4o UU 


C7 
D( 


UO 4o Uo 






33 


01°51'22' 


68 


03°49'30'' 






34 


01''54'45' 


69 


03'»52'62'' 






36 


01''58'08"' 


70 


03*>56'16' 






Tenths and hundredtha 


Mils 


Degrees 


Mils 


Degrees 


Mils 


Degrees 


0.01 


00°00'02' 


0.36 


00°01'13'' 


0.71 


00''02'24' 


0.02 


00°00'04' 


0.37 


00°01'15' 


0.7i2 


00''02'i26' 


0.03 


00°00'06' 


0.38 


00°01'17" 


0.73 


00°02'28'' 


0.04 


00°00'08" 


0.39 


OO'Ol'lO' 


0.74 


00°02'30'' 


0.05 


00°00'ip' 


0.40 


00°01'21'' 


0.75 


00<'02'32' 


0.06 


00°00'12" 


0.41 


00°01'23" 


0.76 


00°02'34" 


0.07 


OO'OO'W" 


0.42 


00°01'25'' 


0.77 


00°02'36" 


0.08 


00°00'16' 


0.43 


00°01'27"' 


0.78 


00°02'38"' 


0.09 


O0''00'18' 


0.44 


00°01'29' 


0.79 


00°02'40*' 


0.10 


00°00'20*' 


0.45 


00°01'31' 


0.80 


00''02'42"' 
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Mils 


Degrees 


Mils 


Degrees 


Mils 


Degrees 


0.11 


00°00'22'' 


0.46 


00°01'33' 


0.81 


00°02'44"' 


0.12 


00°00'24*' 


0.47 


00°01'35' 


0.82 


00°02'46' 


0.13 


00°00'26'' 


0.48 


O0''01'37' 


0.83 


00°02'48' 


0.14 


00°00'28" 


0.49 


00°01'39"' 


0.84 


00°02'50" 


■ 0.15 


00°00'30" 


0.50 


00°01'41" 


0.85 


00°02'52" 


0.16 


00°00'32" 


0.51 


00''01'43" 


0.86 


00°02'54'' 


0.17 


00°00'34" 


0.52 


00°01'45" 


0.87 


00°02'56" 


0.18 


00°00'36" 


0.53 


00°01'47" 


0.88 


00°02'58" 


0.19 


00°00'38'' 


0.54 


00°01'49'' 


0.89 


00°03'00' 


0.20 


00°00'40" 


0.S5 


00°01'51' 


0.90 


00°03'02' 


0.21 


00''00'43" 


0.66 


OO'Ol'SS" 


0.91 


00°03'04" 


0.22 


00°00'45" 


0.57 


00°01'5'5" 


0.92 


ocoa'ce" 


0.23 


00°00'47" 


0.58 


00°01'57" 


0.93 


00°03'08" 


0.24 


00°00'49" 


0.59 


00°01'59" 


0.94 


00°03'10" 


0.25 


00°00'51' 


0.60 


00°02'02"' 


0.96 


00°03'12' 


0.26 


00''00'53' 


0.61 . 


■ 00°02'04" 


0.96 


OO^OS'U" 


0.27 


00°00'55'' 


0.62 


00°02'06' 


0.97 


00°03'16'' 


0.28 


00°00'57' 


0.63 


00°02'08" 


0.98 


00°03'18'' 


0.29 


oo'oo'sg" 


0.64 


. 00°02'10'' 


0.99 


00°03'20" 


0.30 


00°01'01' 


0.66 


00°02'12'' 


1.00 


■ 00°03'22'' 


0.31 


00°01'03" 


0.66 


00°02'14' 






0.32 


00°01'05" 


0.67 


.00°02'16'' 






0.33 


00°01'07" 


0.68 


00°02'18"' 






0.34 


00°01'09" 


0.69 


O0''02'20". 






0.35 


OO'Ol'll" 


6.70 


00°02'22'' 







Table III. Conversion of Degrees, Minutes 
and Seconds to Mils 

• Degrees to mils 



Degrees 


Mils 


Degrees 


■ . Mils 


Degrees 


Mils 


. 1 


- - 17.78 


^6 • ' 


640.00 


71 


1,262.22 ' 


2 


35.56 


37 


657.78 


72 


1,280.00 


3 


53.33 


38 


675.56 


73 


1,297.78 


4 


71.11 


39 


693.33 


74 


1,315.56 


5 


88.89 


40 


711.11 


75 


1,333.33 



M87W— 51— 31 
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Degrees 


Mils 


Degrees 


Mils 


Degrees 


Mils * 


6 


106.67 


41 


728.89 


76 


1,351.11 


7 


m.u 


42 


746.67 


77 


1,368.89 


Q 
O 




4o 


n(iA AA 


7Sl 




9 


160.00 


44 


782.22 


79 


1,404.44 


10 


177.79 


45 


800.00 


80 


1,422.22 


11 


195.56 


46 


817.78 


81 


1,440.00 


12 


213.33 


47 


836.56 


82 


1,457.78 


io 


*7Q1 11 




oOo.oo 


OO 


1 ATK 


14 


248.89 


49 


871.11 


84 


1,493.33 


16 


266.67 


50 


888.89 


85 


1,611.11 


16 


284.44 


51 


906.67 


86 


1,528.89 


17 


302.22 


52 


924.44 


87 


1,546.67 




qOA AA 


Oo 




oO 


1 i\(iA AA 


19 


337.78 


54 


960.00 


89 


1,682.22 


20 


366.56 


66 


977.78 


90 


1,600.00 


21 


373.33 


66 


996.66 






22 


391.11 


57 


1,013.33 


















24 


426.67 


59 


1,048.89 






25 


444.44 


60 


1,066.67 






26 


462.22 


61 


1,084.44 






27 


480.00 


62 


1,102.22 








4«7 f . lO 


DO 


1 i9n n(\- 


loll 


a ann nn 


29 


616.66 


64 


1,137.78 


270 


4,800.00 


30 


633.33 


66 


1,165.66 


360 


6,400.00 


31 


551.11 


66 


1,173.33 






32 


568.89 


67 


1,191.11 






33 


586.67 


68 


1,208.89 






34 


604.44 


69 


1,226.67 






35 


622.22 


70 


1,244.44 
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Minutes to mUa 



Minutes 


Mils 


Minutes 


Mils 


Minutes 


Mils 


1 


0.30 


21 


6.22 


41 


12.15 


2 


0.59 


22 


6.62 


42 


12.44 


3 


0.89 


23 


6.81 


. 43 


12.74 


4 


1.19 


24 


7.11 


44 


13.04 ' 


6 


1.48 


25 


7.41 


45 


■ 13.33 


6 


1.78 


26 


7.70 


46 


1 O CO 


7 


2.07 


27 


8.00 


47 


13.93 


8 


2.37 


28 


8.30 


48 


14.22 


9 


2.67 


29 


8.59 


49 




10 


2.96 


30 


8.89 


50 


14.81 


11 


3.26 


31 


9.19 


51 


15.11 


12 


3.56 


32 


9.48 


52 


15.41 


13 


3.85 


33 


9.78 


53 


15.70 


14 


4.15 


34 


10.07 


54 


ID.UU 


15 


4.44 


35 


10.37 


55 


16.30 


16 


4.74 


36 


10.67 


56 


16.59 


17 


6.04 


37 


10.96 


57 


16.89 


18 


5.33 


38 


11.26 


68 


17.19 


19 


5.63 


39 


11.56 


69 


17.48 


20 


' 5.93 


40 


11.85 


60 


17.78 


Seconds to mils 


Seconds 


Mils 


Seconds 


Mils 


Seconds 


Mils 


2 


0.01 


22 


0.11 


42 


0.21 


4 


0.02 


24 


0.12 


44 


0.22 


6 


0.03 


26 


0.13 


46 


0.23 


8 


0.04 


28 


0.14 


48 


0.24 


10 


0.06 


30 


0.15 


50 


0.26 


12 


0.06 


32 


0.16 


52 


0.26 


14 


0.07 


34 


0.17 


54 


0.27 


16 


0.08 


36 


0.18 


56 • 


0.28 


18 


. 0.09 


38 


0.19 


58 


0.29 


20 


0.10 


40 


0.20 


60 


0.30 
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Table IV. Conversion of Yards to Meters 



Yards 


Meters 


Yards 


Meters 


Yards 


Meters 


inn ' 




0,DvU 


o oqi QK 

0,£i>/ J..OO 


7 1 no 

1 ,ivu 


C AOO OK 


200 


182.88 


3,700 


3,383.29 


7,200 


6 583 69 


300 


274.32 


3,800 


3,474.73 


7,300 


6,675.13 


400 


365.76 


3 900 


3 566 17 


7,400 


6 766 57 


500 


457.20 


4 000 


3 657 61 


7,500 


6 858 01 


Ron 






Of I ^y. uo 






700 


640.08 


4,200 




7 700 


7 040 89 


800 


731.52 


4 300 


3 931 93 


7 800 




900 


822 96 


4,400 


4 023 37 


7,900 


7,228.77 


1,000 


914.40 


4,500 


4,114.81 


8,000 


7,315.21 


1 1 on 








R 1 no 




1,200 


1,097.28 


4,700 


4,297.69 


8,200 


7,498.09 


1,300 


1,188.72 


4,800 


4,389.13 


8,300 


7,589.54 


1,400 


1 280 16 


4,900 


4,480.57 


8,400 


7,680.98 


1,500 


1,371.60 


5,000 


4,572.01 


8,500 


7,772.42 








4 fifi3 4"; 


8 fiOO 


7 Rfi3 86 


1,700 


1,554.48 


5,200 


4,754.89 


8,700 


7,955.30 


1,800 


1 645 92 


5,300 


4 846 33 


8,800 


8,046.74 


1,900 


1 737 36 


5,400 


4,937.77 


8,900 


8 138 18 


2,000 


1 828 80 


5,500 


5 029 21 


9,000 


8,229.62 














2,200 


2 oil fi8 


5,700 


5 212 09 


9,200 


8 412 50 


2,300 


2,103.12 


5,800 


5 303 53 


9,300 


8 503 94 


2 400 


2 194 56 


5,900 


^ ^Q4 Q7 


9 400 


8 .'J95 38 


2,500 


2 286 00 


6,000 


5,486.41 


9 500 


8 686 82 








C C77' QC 
0,0 1 ( .CSO 




O, M o.^D 


2,700 




6,200 




9 700 


8 8fi9 70 


2,800 ■ 


2 560 33 


6,300 


5 760 73 


9 800 


8 961.14 


2,900 


2 651 77 


6,400 


5 852 1 7 


9 900 


9 052 58 


3,000 


2,743.21 


6 500 


!^ 943 61 


10 000 


9,144.02 


3,100 


2,834.65 


6,600 


6,035.05 






3,200 


2,936.09 


6,700 


6,126.49 






3,300 ; 


3,017.53 


6,800 


6,217.93 






3,400 


3,108.97 


6,900 


6,309.37 






-3,500 


3,200.41 


7,000 


6,400.81 
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Example: Find the number of meters correspond- 
ing to 7,391.40 yards. 
7,300 yards = 6,675.13 meters 
91 yards = 83.21 meters 
0.40 yards = 0.37 meters 
7,391.40 yards = 6,758.71 meters 



Table V. Conversion of Meters to Yards 



Meters 


Yards 


Meters 


Yards 


Meters 


Yards 








Q 007 no 

0,j/0 1 . vv 


7 1 HA 


7 7RA RA 


200 


218.72 


3,700 


4 04fi 36 


7,200 


7,874.00 


300 


328.08 


3,800 


4,155.72 


7,300 


7,983.36 


400 


437.44 


3,900 


4,265.08 


7,400 


8,092.72 


500 


546.81 


4,000 


4,374.44 


7,500 


8,202.08 


AHA 


DOD.l t 






7 R(\f\ 
/,OUU 


Q Q1 1 A A 


700 


765.53 


4,200 


4 593 1 7 


7,700 


Of rtbiU^OX 


800 


874.89 


4,300 


4,702.53 


7,800 


8,530.17 


900 


984.25 


4,400 


4,811.89 


7,900 


8,639.53 


1,000 


1,093.61 


4,500 


4,921.25 


8,000 


8,748.89 


1 1 Art 


1 on*? QT 

i,^v/ii.y ( 


A can 




Q 1 nA 

ts.iuu 


0 QKQ OK 


1 fon 










R Qfi7 fil 
0,t7D t tUX 


1,300 


1,421.69 


4,800 


5 249 33 


8,300 


9 076 97 


1,400 


1 531 06 


4,900 


5 858 69 


8,4oo 


9 186 33 


1^500 


1,640.42 


5,000 


5,468.06 


8!500 


9,295.69 


1,600 


1,749.78 


5,100 


5,577.42 


8,600 


9,405.06 


1,700 


1,859.14 


5,200 


5,686.78 


8,700 


9,514.42 


1,800 


1,968.50 


5,300 


5,796.14 


8,800 


9,623.78 


1,900 


2,077.86 


5,400 


5,905.50 


8,900 


9,733.14 


2,000 


2,187.22 


5,600 


6,014.86 


9,000 


9,842.50 


2,100 


2,296.58 


5,600 


6,124.22 


9,100 


9,951.86 


2,200 


2,405.95 


5,700 


6,233.58 


9,200 


10,061.22 


2,300 


2,515.31 


5,800 


6,342.94 


9,300 


10,170.58 


2,400 


2,624.67 


5,900 


6,452.31 


9,400 


10,279.94 


2,500 


2,734.03 


6,000 


6,561.67 


9,500 


10,389.31 


2,600 


2,843.39 


6,100 


6,671.03 


9,600 


10,498.67 


2,700 


2,952.75 


6,200 


6,780.39 


9,700 


10,608.03 


2.800 


3,062.11 


6,300 


6,889.75 


9,800 


10,717.39 
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Meters 


Yards 


1 Meters 


Yards 


j Meters 


Yards 


2,900 


3,171.47 


6,400 


6,999.11 


9,900 


10,826.75 


3,000 


3,280.83 


6,500 


7,108.47 


10,000 


10,936.11 


3,100 


3 390 19 


6,600 


7,217.83 






3,200 


3,499.56 


6!700 


7,327.19 






3,300 


3,608.92 


6,800 


7,436.56 






3,400 


3,718.28 


6,900 


7,545.92 






3,500 


3,827.64 


1 7,000 


7,655.28 







Example: Find the number of yards correspond- 
ing to 6758.71 meters. 
6,700 meters = 7,327.19 yards 
58 meters = 63.43 yards 
0.71 meters = 0.78 yards 
6,758.71 meters = 7,391.40 yards 



Table VI. Conversion of Yards to Sound-seconds 



Yards 


Seconds 


Yards 


Seconds 


Yards 


Seconds 


100 


0.271 


3,600 


9.751 


7,100 


19.231 


200 


0.542 


3,700 


10.022 


7,200 


19.502 


300 


0.813 


3,800 


10.293 


7,300 


19.772 


400 


1.083 


3,900 


10.563 


7,400 


20.043 


500 


1.354 


4,000 


10.834 


7,500 


20.314 


600 


1.625 


4,100 


11.105 


7,600 


20.585 


700 


1.896 


,4,200 


11.376 


7,700 


20.856 


800 


2.167 


4,300 


11.647 


7,800 


21.127 


900 


2.438 


4,400 


11.918 


7,900 


21.398 


1,000 


2.709 


4,500 


12.189 


8,000 


21.668 


1,100 


2.979 


4,600 


12.459 


8,100 


21.939 


1,200 


3.250 


4,700 


12.730 


8,200 


22.210 


1,300 


3.521 


4,800 


13.001 


8,300 


22.481 


1,400 


3.792 


4,900 


13.272 


8,400 


22.752 


1,500 


4.063 


5,000 


13.543 


8,500 


23.023 


1,600 


4.334 


5,100 


13.814 


8,600 


23.294 


1.700 


4.605 


5,200 


14,085 1 


8,700 


23.564 
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Yards 


Seconds 


Yards 


Seconds 


Yards 


Seconds 


1,800 


4.875 


5,300 


14.355 


8,800 


23.835 


1,900 


5.146 


5,400 


14.626 


8,900 


24.106 


2,000 


5.417 


5,500 


14.897 


9,000 


24.377 


9 1 an 

^, J.UU 


O.DOO 




1 1 fiR 

X*J.±KJO 






2,200 


5.959 


5,700 


15.439 


9,200 


24.919 


2,300 


6.230 


5,800 


15.710 


9,300 


25.190 


2,400 


6.501 


5,900 


15.980 


9,400 


25.460 


2,500 


6.771 


6,000 


16.251 


9,500 


25.731 






VfXW 


16.522 




9R on? 


2,700 


7.313 


6,200 


16.793 


9,700 


26.273 


2,800 


7.584 


6,300 


17.064 


9,800 


26.544 


2,900 


7.855 


6,400 


17.335 


9,900 


26.815 


3,000 


8.126 


6,500 


17.606 


10,000 


27.086 


3,100 


8.397 


6 600 


17.876 






3,200 


8.667 


6,700 


18.147 






3,300 


8.938 


6,800 


18.418 






3,400 


9.209 


6,900 


18.689 






3,500 


9.480 


7,000 


18.960 







Example: Find the number of sound-seconds cor- 
responding to 4485.4 yards. 
4,400 yards = 11.918 seconds 
85 yards = 0.230 seconds 
0.4 yards = 0.001 seconds 
4,485.4 yards = 12.149 seconds 
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Table VII. Conversion of Sound-seconds to Yards. 

(To find the distance which sound travels in a 
given time under other than standard atmospheric 
conditions, the time interval must first be cor- 
rected to standard conditions.) 



Seconds 


Yards 


Seconds 


Yards 


Seconds 


Ylirds 


0.1 


36.9 


3.6 


1,329.1 


7.1 


2,621.3 


0.2 


73.8 


3.7 


1,366.0 


7.2 


2,658.2 


0.3 


110.8 


3.8 


1,403.0 


7.3 


2,696.2 


0.4 


147.7 


3.9 


1,439.9 


7.4 


2,732.1 


0.5 


184.6 


4.0 


1,476.8 


7.5 


2,769.0 


0.6 


221.5 


4.1 


1,513.7 


7.6 


2,805.9 


0.7 


258.4 


4.2 


1,550.6 


7.7 


2,842.8 


0.8 


295.4 


4.3 


1,587.6 


7.8 


2,879.8 


0.9 


332.3 


4.4 


1,624.6 


7.9 


2,916.7 


1.0 


369.2 


4.5 


1,661.4 


8.0 


2,963.6 


1.1 


406.1 


4.6 


1,698.3 


8.1 


2,990.5 


1.2 


443.0 


4.7 


1,735.2 


8.2 


3,027.4 


1.3 


480.0 


4.8 


1,772.2 


8.3 


3,064.4 


1.4 


516.9 


4.9 


1,809.1 


8.4 


3,101.3 


1.5 


553.8 


5.0 


1,846.0 


8.5 


3,138.2 


1.6 


590.7 


5.1 


1,882.9 


8.6 


3,176.1 


1.7 


627.6 


5.2 


1,919.8 


8.7 


3,212.0 


1.8 


664.6 


5.3 


1,966.8 


8.8 


3,249.0 


1.9 


701.5 


5.4 


1,993.7 


8.9 


3,285.9 


2.0 


738.4 


5.5 


2,030.6 


9.0 


3,322.8 


2.1 


775.3 


5.6 


2,067.5 


9.1 


3,359.7 


2.2 


812.2 


5.7 


2,104.4 


9.2 


3,396.6 


2.3 


849.2 


5.8 


2,141.4 


9.3 


3,433.6 


2.4 


886.1 


5.9 


2,178.3 


9.4 


3,470.5 


2.5 


923.0 


6.0 


2,215.2 


9.5 


3,507.4 


2.6 


959.9 


6.1 


2,252.1 


9.6 


3,544.3 


2.7 


996.8 


6.2 


2,289.0 


9.7 


3,581.2 


2.8 


1,033.8 


6.3 


2,326.0 


9.8 


3,618.2 


2.9 


1,070.7 


6.4 


2,362.9 


9.9 


3,655.1 


3.0 


1,107.6 


6.5 


2,899.8 


10.0 


3,692.0 
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Seconds 


Yards 


Seconds 


Yards 


Seconds 


Yards 


3.1 


1,144.5 


6.6 


2,436.7 






3.2 


1,181.4 


6.7 


2,473.6 






3.3 


1,218.4 


6.8 


2,510.6 






3.4 


1,255.3 


6.9 


2,547.5 






3.6 


1,292.2 


7.0 


2,584.4 







Example: Find the distance in yards corre- 
sponding to 12.149 sound-seconds. 
10 seconds = 3,692.0 yards 
2.1 seconds = 775.3 yards 
0.049 seconds — 18.1 yards 
12.149 seconds = 4,485.4 yards 



Table VIII. Conversion of Meters to Sound-seconds 



Meters 


Seconds 


Meters 


Seconds 


Meters 


Seconds 


100 


0.296 


3,600 


10.664 


7,100 


21.031 


200 


0.592 


3,700 


10.960 


7,200 


21.327 


300 


0.889 


3,800 


11.256 


7,300 


21.623 


400 


1.185 


3,900 


11.552 


7,400 


21.920 


500 


1.481 


4,000 


11.848 


7,500 


22.216 


600 


1.777 


4,100 


12.145 


7,600 


22.512 


700 


2.073 


4,200 


12.441 


7,700 


22.808 


800 


2.370 


4,300 


12.737 


7,800 


23.104 


900 


2.666 


4,400 


13.033 


7,900 


23.401 


1,000 


2.962 


4,500 


13.329 


8,000 


23.697 


1,100 


3.258 


4,600 


13.626 


8,100 


23.993 


1,200 


3.555 


4,700 


13.922 


8,200 


24.289 


1,300 


3.851 


4,800 


14.218 


8,300 


24.586 


1,400 


4.147 


4,900 


14.514 


8,400 


24.882 


1,500 


4.443 


5,000 


14.811 


8,500 


25.178 


1,600 


4.739 


5,100 


15.107 


8,600 


25.474 


1,700 


5.036 


5,200 


15,403 


8,700 


25.770 


1,800 


5.332 


5,300 


15.699 


8,800 


26.067 


1,900 


5.628 


5,400 


15.996 


8,900 


26.363 


2,000 


5.924 


5.500 


16.292 


9,000 


26.659 
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Meters 


Seconds 


Meters 


Seconds 


Meters 


Seconds 


2,100 


6.220 


5,600 


16.588 


9,100 


OR QKK 


2,200 


6.517 


5,700 


16.884 


9,200 


27.261 


2,300 


6.813 


5,800 


17.180 


9,300 


27.548 


2,400 


7.109 


5,900 


17.476 


9,400 


27.844 


2,500 


7.405 


6,000 


17.773 


9,500 


28.140 


2 600 


7.701 


fi 10(1 






OQ AOC 


2,700 


7.998 


6,200 


18.365 


9,700 


28.732 


2,800 


8.294 


6,300 


18.661 


9,800 


29.029 


2,900 


8.590 


6,400 


18.958 


9,900 


29.325 


3,000 


8.886 


6,500 


19.254 


10,000 


29.621 


3 100 


9.183 


a Ron 








3,200 


9.479 


6,700 


19.846 






3,300 


9.775 


6,800 


20.142 






3,400 


10.071 


6,900 


20.439 






3,500 


10.367 


7,000 


20.735 







Example: Find the number of sound-seconds 
corresponding to 4,101.5 meters. 
4,100 meters = 12.145 seconds 
01 meters = 0.003 seconds 
0.5 meters = 0.001 seconds 
4,101.5 meters = 12.149 seconds 

Table IX. Conversion of Sound-seconds to Meters 
(To find the distance which sound travels in a 
given time under other than standard atmospheric 
conditions, the time interval must first be cor- 
rected to standard conditions.) 



Seconds 


Meters 


Seconds 


Meters 


Seconds 


Meters 


0.1 


33.8 


3.6 


1,215.3 


7.1 


2,396.9 


0.2 


67.5 


3.7 


1.249.1 


7.2 


2,430.7 


0.3 


101.3 


3.8 


1,282.9 


7.3 


2,464.5 


0.4 


135.0 


3.9 


1,316.6 


7.4 


2,498.2 


0.5 


168.8 


4.0 


1,350.4 


7.5 


2,532.0 
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Seconds 


Meters 


Seconds 


Meters 


Seconds 


Meters 


0.6 


202.6 


4.1 


1,384.1 


7.6 


2,565.7 


0.7 


236.3 


4.2 


1,417.9 


7.7 


2,599.5 


0.8 


270.1 


4.3 


1,451.7 


7.8 


2,633.3 


0.9 


303.8 


4.4 


1,485.4 


7.9 


2,667.0 


1.0 


337.6 


4.5 


1,519.2 


8.0 


2,700.8 


1.1 


371.4 


4.6 


1,552.9 


8.1 


2,734.5 


' 1.2 


405.1 


4.7 


1,586.7 


8.2 


2,768.3 


1.3 


438.9 


4.8 


1,620.6 


8.3 


2,802.1 


1.4 


472.6 


4.9 


1,664.2 


8.4 


2,836.8 


1.5 


506.4 


5.0 


1,688.0 


8.5 


2,869.6 


1.6 


540.2 


5.1 


1,721.7 


8.6 


2.903.3 


1.7 


573.9 


5.2 


1,755.5 


8.7 


2,937.1 


1.8 


■ 607.7 


6.3 


1,789.3 


8.8 


2,970,9 


1.9 


641.4 


5.4 


1,823.0 


8.9 


3,004.6 


2.0 


675.2 


5.5 


1,856.8 


9.0 


3,038.4 


2.1 


709.0 


5.6 


1,890.6 


9.1 


3,072.1 


2.2 


742.7 


5.7 


1,924.3 


9.2 


3,105.9 


2.3 


776.5 


5.8 


1,958.1 


9.3 


3,139.7 


2.4 


810.2 


5.9 


1,991.8 


9.4 


3,173.4 


2.5 


844.0 ■ 


6.0 


2,026.6 


9.6 


3,207.2 


2.6 


877.8 


6.1 


2,059.3 


9.6 


3,240.9 


2.7 


911.5 


6.2 


2,093.1 


9.7 


3,274.7 


2.8 


945.3 


6.3 


2,126.9 


9.8 


3,308.5 


2.9 


979.0 


6.4 


2,160.6 


9.9 


3,342.2 


3.0 


1,012.8 


6.5 


2,194.4 


10.0 


3,376.0 


3.1 


1,046.6 


6.6 


2,228.1 






3.2 


1,080.3 


6.7 


2,261.9 






3.3 


1,114.1 


6.8 


2,295.7 






3.4 


1,147.8 


6.9 


2,329.4 






3.5 


1,181.6 


7.0 


2,363.2 







Example: Find the distance in meters corre- 
sponding to 12.149 sound-seconds. 
10 seconds = 3,376.0 meters 
2.1 seconds = 709.0 meters 
0.049 seconds = 16.5 meters 



12.149 seconds = 4,101.5 meters 
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Table X. Temperature-time Conversion 

Conversion number = Factor 
Length of subbase in meters 
, 1000 

Factor x Time interval = Time interval converted 

to 4-second equiva- 
lent, temperature cor- 
rected. 



Temp. 

°r. 


Conversion 
No. 


Temp. 
"F. 


Conversion 
No. 


Temp. 
°F. 


Conversion 
No. 


-70 


1.1809 


-35 


1.2327 


0 


1.2825 


-69 


1.1824 


-34 


1.2342 


1 


1.2839 


-68 


1.1839 


-33 


1.2356 


2 


1.2853 


-67 


1.1854 


-32 


1.2371 


3 


1.2867 


-66 


1.1869 


-31 


1.2385 


4 


1.2881 


—65 


1.1884 


-30 


1.2400 


5 


1.2894 


—64 


1.1899 


—29 


1.2414 


6 


ll2908 


—63 


1.1914 


—28 


1.2429 


7 


ll2922 


-62 


1.1929 


-27 


1.2443 


8 


li.2936 


-61 


1.1944 


-26 


1.2457 


9 


11.2950 


-60 


1.1959 


-25 


1.2472 


10 


l!.2964 


-59 


,1.1974 


-24 


1.2486 


11 


lj.2977 


-58 


1.1989 


-23 


1.2500 


■12 . 


. lj.2991 


-57 


1.2004 


-22 


1.2515 


13 


1.3005 


-56 


1.2019 


-21 


1.2529 


: 14 


1.3019 


-55 


1.2034 


-20 


1.2543 


\ 15 


1.3032 


-54 


1.2049 


-19 


1.2557 


16 


1.3046 


-53 


1.2064 


-18 


1.2572 


17 


1.3060 


-52 


1.2078 


-17 


1.2586 


18 


1.3073 


-61 


1.2093 


. -16 


1:2600 


19 


1.3087 


-60 


1.2108 


-15; 


■ 1.2614 


20 


1.3101 


-49 


1.2123 


. -14 : 


1.2628 


21 


1.3114 


-48 


1.2137 


-13 


1.2642 


22 


1.3128 


-47 


1.2152 


-12 : 


1.2657 


23 


1.3142 


-46 


i;2167 


-11 


1.2671 


24 


1.3155 
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Temp. 
°F. 


Conversion 
No. 


Temp. 

op 


Conversion 
No. 


Temp. 
°F. 


Conversion 
No. 


-45 


1.2182 


— 10 


1.2685 


25 ' 


1.3169 


-44 


1.2196 


— 9 


1.2699 


26 


1.3182 


—43 


1.2211 


— 8 


1.2713 


27 


i.oiyt) 


AO 




rj 

— 1 




98 
iLP 


1 Q91 rt 
l.o^XU 


—41 




— D 




9Q 

^y 


1 Q99Q 


-40 


1.2255 


- 5 


1.2755 


30 


1.3237 


-39 


1.2269 


- 4 


1.2769 


31 


1.3250 


—38 


1.2284 


— 3 


1.2783 




1 OOCA 

l.c>Zb4 


— 6 1 




— ^ 




OO 


1 Q977 


Oct 
—OK) 




1 

— 1 






1 Q9Qn 


35 . 


1.3304 


76 


1.3844 


117 


1.4364 


36 


1.3317 


77 


1.3857 


118 


1.4376 


37 


1.3331 


78 


l.oo7U 




1.4009 


CO 


l.oo44 




1 .oooo 


1 90 

i.LA\J 


1 44.ni 


QQ 

oy 


J,.odOO 


OU 


J..OO£7t) 




1 441*? 


40 


1.3371 


81 


1.3908 


122 


1.4426 


41 


1.3384 


82 


1.3921 


123 


1.4438 


42 


1.3398 


83 


1.3934 


124 


1.4451 


4o 


1 Oil 1 1 

l.a411 


o4 




JL^O 


X.44DO 


44 


1 OAfiA 


QK 
oO 








45 


1.3438 


86 


1.3972 


127 


1.4488 


46 


1.3451 


87 


1.3985 


128 


1.4500 


47 


1.3464 


88 


1.3998 


129 


1.4512 


48 


1.0477 


oy 


1 >1 A1 1 


1 QA 


1.40^0 




1 Q>IQ1 
1.04i7X 


on 




XO J. 




50 


1.3504 


91 


1.4036 


132 


1.4549 


51 


1.3517 


92 


1.4049 


133 


1.4561 


52 


1.3530 


93 


1.4062 


134 


1.45/4 


Co 
OO 


1.3544 


y4 


1 A (\7A 


XoO 


X.40o0 


KA 

54 


1.3557 


yo 


1 A nQ7 
1.4Uo 1 


loD 


1 A^QSl 

x.4oyo 


55 


1.3570 


96 


1.4100 


137 


1.4610 


56 


1.3583 


97 


1.4113 


138 


1.4623 


57 


1.3596 


98 


1.4125 


1 DO 


1.4do5 






QQ 

yy 




X4v 


1 AftA'T 


59 


1.3623 


100 


1.4150 






60 


1.3636 


101 


1.4163 






61 


1.3649 


102 


1.4176 
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Temp. 
°F. 


Conversion 


Temp. 
"F. 


Conversion 


Temp. 

op 


Conversion 


No. 


No. 


No. 


62 


1.3662 


103 


1.4188 






Do 


l.OtD to 


1 

1U4 


1 AOf\1 








l.oDoo 




1 AOt A 

1.4^14 






65 


1.3701 


106 


1.4226 






66 


1.3714 


107 


1.4239 






67 


1.3727 


108 


1.4251 






Dc5 


l.o 1 4U 


luy 








by 




110 


1.4276 






70 


1.3766 


111 


1.4289 






71 


1.3779 


112 


1.4301 






72 


1.3792 


113 


1.4814 






73 


1.3805 


114 


1.4326 






74 


1.3818 


115 


1.4339 






75 


1.3831 


116 


1.4351 
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APPENDIX V 



CORRECTIONS FOR CURVATURE 
AND REFRACTION 



Table XI. Curvature and Refraction 

(The corrections in the table are always to be 
added to the altitude of the point as determined 
from the vertical angle from a station of known 
altitude.) 



(meters ofyards) 


Correction in feet 
(meters) 


Correction in feet 
(yards) 




A O 

0.2 


0.2 


O AAA 

^,UUU 


0.9 


0.7 


O AAA 
0,000 


O A 

2.0 


1.7 


A AAA 

4,000 


3.5 


3.0 


5,000 


5.5 


4.6 


6,000 


8.0 


6.6 


7,000 


10.9 


9.0 


8,000 


14.2 


11.8 


Q Ann 


1 O 

1 i .y 


"1 e A 
15. u 


10,000 


22.2 


18.6 


11,000 


26.8 


22.3 


12,000 


31.9 


26.6 


13,000 


37.4 


31.2 


14,000 


43.4 


36.2 


15,000 


49.9 


41.6 


16,000 


56.7 


47.3 


17,000 


64.0 


53.4 


18,000 


71.8 


59.8 


19,000 


80.0 


66.7 


20,000 


88.6 


73.9 


21,000 


97.7 


81.4 


22,000 


107.2 


89.4 


23,000 


117.2 


97.7 


24,000 


127.6 


106.4 


25,000 


138.5 


115.4 
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Range 
(meters or yards) 


Correction in feet 
(meters) 


Correction in feet 
(yards) 


26,000 


149.8 


124.8 


27,000 


161.5 


134.6 


28,000 


173.7 


144.8 


29,000 


186.4 


155.3 


30,000 


199.4 


166.2 



Formula H = x .1847 (yards) 

H=^R'x .2216 (meters) 

H = Correction in feet 

R = Range or surveyed distance in 
thousands of yards or meters; 
that is for 10,000 yards or me- 
ters R = 10. 
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APPENDIX VI 

LENGTHS OF SUBBASES EXPRESSED IN 
YARDS, METERS. AND MILES. 



Table XII. Lengths of Subbases 







Length of subbase 




Sound 












seconds 


Yards 


Meters 


Miles 


2.0 


738.40 


675.19 


0.4195 


2.5 


923.00 


843.99 


0.5244 


3.0 


1107.60 


1012.79 


0.6293 


3.5 


1292.20 


1181.59 


0.7342 


4.0 


1476.80 


1350.39 


0.8391 


4.5 


1661.40 


1519.19 


0.9440 


5.0 


1846.00 


1687.99 


1.0489 


5.5 


2030.60 


1856.78 


1.1538 
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appendix vii 
time" scale values 



Table XIII. Two-second Subbase 



t 

Seconds 


Sin D 


D 

Degrees 


D 
Mils 


Tan D 


0.050 


0.02500 


1°26' 


25.5 


0.02501 


0.100 


0.05000 


2°52' 


51.0 


0.05006 


0.150 


0.07500 


4°18' 


76.5 


0.07521 


0.200 


0.10000 


5°44' 


102.0 


0.10050 


0.250 


0.12500 


7°11' 


127.7 


0.12599 


0.300 


0.15000 


8°3S' 


153.4 


0.15172 


0.350 


0.17500 


10°05' 


179.2 


0.17774 


0.4(T0 


0.20000 


11°32' 


205.1 


0.20412 


0.450 


0.22500 


13°00' 


231.2 


0.23092 


0.500 


0.25000 


14°29' 


257.4 


0.25820 


0.550 


0.27500 


15°58' 


283.8 


0.28603 


0.600 


0.30000 


17°27' 


310.4 


0.31449 


0.650 


0.32500 


18°5S' 


337.2 


0.34366 


0.700 


0.35000 


20''29' 


364.2 


0.37363 


0.750 


0.87500 


22°01' 


391.5 


0.40452 


0.800 


0.40000 


23°35' 


419.2 


0'43644 


0.850 


0.42500 


25°09' 


447.1 


0.46951 


0.900 


0.45000 


26°45' 


475.4 


0.50390 


0.950 


0.47500 


28°22' 


504.2 


0.53978 


1.000 


0.50000 


30°00' 


533.3 


0.57736 


1.050 


0.52500 


31°40' 


563.0 


0.61685 


1.100 


0.55000 


33°22' 


593.2 


0.65855 


1.150 


0.57500 


35"'06' 


624.0 


0.70280 


1.200 


0.60000 


36°52' 


655.5 


0.75000 


1.250 


0.62500 


38°41' 


687.7 


0.80064 


1.300 


0.65000 


40°32' 


720.7 


0.85534 


' 1.350 


0.67500 


42°27' 


754.7 


0.91486 


1.400 


0.70000 


^°26' 


789.8 


0.98020 


1.450 


0.72500 


46''28' 


826.1 


1.05263 


1.500 


0.75000 


48''35' 


863.8 


1.13389 
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Seconds 


Sin D 


D 


D 
Mils 


Tan D 


1.550 


0.77500 


50°48' 


903.2 


1.22634 


1.600 


0.80000 


53°08' 


944.5 


1.33333 


1.650 


0.82600 


55°35' 


988.2 


1.45983 


1.700 


0.85000 


58°13' 


1,034.9 


1.61357 


1.750 


0.87500 


51°03' 


1,085.2 


1.80739 


1.800 


0.90000 


64°09' 


1,140.6 


2.06474 


1.850 


0.92500 


67°40' 


1,203.0 


2.43442 


1.900 


0.95000 


71°48' 


1,276.5 


d.0424d 


1.950 


0.97500 


77''10' 


1,371.8 


4.38784 


2.000 


1.00000 


go'oo' 


1,600.0 


Infinity 




Table XIV. Three-second Subbase 


Seconds 


Sin D 


D 

Degrees 


D 
Mils 


Tan D 


0.100 


0.03333 


1 00 


OA /\ 


A AQQQK 


0.200 


0.06667 


3°49' 


68.0 


A ACCQO 

U.UbboJ 


V.OW 


0.10000 


6°44' 


102.0 


A 1 AACTA 

0.10050 


0.400 


0.13333 


7°40' 


136.2 


0.13453 


0.500 


0.16667 


9°36' 


170.6 


0.16903 


o.eorf 


0.20000 


11°32' 


205.1 


0.20412 


0.700 


0.23333 


13 "30' 


239.9 


0.23996 


U.OUU 


0.26667 


15''28' 


275.0 


0.27669 


0.900 


0.30000 


17°27' 


310.4 


0.31449 


' 1.000 


0.33333 


19'>28' 


346.2 


0.36355 


1.100 


0.36667 


21''31' 


382.4 


0.39412 


1.200 


0.40000 


23°35' 


419.2 


0.43644 


i.oUU 


0.43333 


25''41' 


456.5 


0.48082 


1.400 


0.46667 


27°49' 


494.5 


0.52764 


1.500 


0.50000 


30°00' 


533.3 


0.57736 


1.600 


0.53333 


32°14' 


573.0 


0.63049 


1.700 


0.56667 


34°31' 


613.7 


0.68775 


1.800 


0.60000 


36°52' 


655.5 


0.75000 


1.900 


0.63333 


39''18' 


698.6 


0.81839 


2.000 


0.66667 


41''49' 


743.3 


0.89443 
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t 

Seconds 


1 Sin D 


D 

Degrees 


D 
Mils 


Tan D, 


O 1 Art 


A 'TAAAA 

0.70000 


44°26' 


789.8 


0.98020 


2.200 


A TO OOO 


47°10' 


838.5 


1.07864 


2.300 


0.76667 


50°03' 


889.9 


1.19410 


2.400 


0.80000 


53°08' 


' 944.5 


1.33333 


2.500 


0.83333 


56 27' 


1,003.4 


i.50756 


2.600 


0.86667 


60 04' 


;1, 068.0 


1.73720 


2.700 


0.90000 


64°09' 


1,140.6 


2.06474 






Do Ocj 






2.900 


0.96667 


. 75*'10' 


1,336.3 


3.77548 


3.000 


1.00000 


90°00' 


1,600.0 


Infinity 


Table XV. Three and One-half-second Subba»e 


t 


Sin D 


D 


D 

Mils 




0.10 


0 0286 


1°38' 


29 




0.20 


0.0571 


3°16' 


oo 




0.30 


0 08.'>8 




O 1 


v.vODV/ 


0 40 






117 


U.llOX. . 


0.50 


0.1429 




146 


0.1444 


0.60 


0.1714 


9°52' 


175 


0.1739 


0.70 


0.2000 


• 11°32' 


205 


0.2041 


0.80 


0.2286 


13°13' 


235 


0.2349 


0.90 


0.2571 


14°54' 


265 


0.2661 


1.00- 


0.2857 . 


. 16°36' 


295 


0.2981 


I.IQ ' 


0.3143' 


18''19' 


326 


0.3310 


1.20 


0.3429 


20''03' 


357 


0.3650 


1.30, 


0.3714 


2r48' 


388 


0.4000 


1.40 


0.4000 . 


23°35' 


419 


0.4365 


1.50 


0.4286 ' . 


26°23' . 


451 


0.4745 


1.60 


0.4571 


27°12'- 


484 


0.5139 


1.70 


0.4857 


29''03? 


517 • 


0.5555 


1.80 


0.5142. 


30557' 


550 


0.5997 


1.90. 


0.5428; 


32°52' 


584. 


0.6461 


2.00 . 


0.5714. 


34°51' 


620-! 


0.6963 



4W 



( 




D 


D 






Sin D 




Mils 


Tan D 


2.10 


0.6000 


36°52' 


655 


0.7499 


2.20 


0 6286 


38°57' 


693 




0.8083 


2.30 


0.6571 


il'OS' 


730 




0.8718 


2.40 


0.6857 


43"'18' 


770 




0.9424 


2.50 


0.7142 


■ 45°34' 


1 810 




1.0200 


2.60 


0.7428 


47°58' 


, 853 


1.1093 


2.70 


, 0.7714 


60°29' 


1 898 


1.2124 


2.80 


0.8000 


53°08' 


945 


1.3335 


Table XVI, Four-second Subbase 


t 




D 


D 




Seconds 


Sin D 


Degrees 


Mils 


Tan D 


A 1 r\c\ 
U.iUU 




1 








u.uouuu 




A 

01. U 


A AKAAA 


A QAA 


A A'TCAA 


4 15 


Ib.o 


A ATKOI 








1A9 A 


A 1AARA 












0.600 


0.15000 




153.4 


0.15172 


0.700 


0,17500 


10°05' 


. .179.2 


0.17774 


0.800 


0.20000 


11^32' 


205.1 


0.20412 


A QAA 








A 9QAQO 


1.000 


: 0.25000 


14''29' 


267.4 


0.25820 


1.100 


' 0.27500 


15°58' 


283.8 


0.28603 


1.200 


0.30000 


17°27' 


310.4 


0.31449 


1.300 


0.32500 


18°58'. 


337.2 


0.34366 


1.400 


0.35000 


20°29' 


364.2 


0.37363 


1.500 


0.37500 


22°01' 


391.5 


0.40452 


1.600 


0.40000 


23°35' 


419.2 


0.43644 


1.700 


0.42500 


25°09' 


447.1 


0.46951 


1.800 


0.45000 


26°45' 


475.4 


0.60390 


1.900 


0.47500 


28°22' 


604.2 


0.63978. 


2.000 


0.50000 


30°00' 


533.3 


0.57735 


2.100 


0.52500 


31°40' 


563.0 


0.61685 


2.200 


0.55000 


33°22' 


593.2 


0.65855 


2.300 


0.57500 


35°06' 


624.0 


0.70280 


2.400 


0.60000 


36°52' 


655.5 


0.75000 


2.500 


0.62500 


38''41' 


687.7 


0.80064 
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Seconds 


Sin D 


Degrees 


Mils 


Tan D 




U.DOUUU 




790 7 




9 700 

£i. i \J\J 




42°27' 


754.7 


0 91486 


2.800 


0.70000 


44°26' 


789.8 


0.98020 


2.900 


0 72500 


46°28' 


826.1 


1.05263 




0 7.^000 


48°36' 


863.8 


1.13389 


3.100 


0.77oOU 
















1.. 00000 


O.O vV/ 




55035' 


988.2 


1.45983 




0 S.'iOOO 




1,034.9 


1.61357 


3.600 


0 87500 


61°03' 


1,085.2 


1.80739 


3.600 


A OAAAA 








3.700 


0.92600 


67°40' 


1,203.0 


2.43442 


3.800 


0.96000 


71°48' 


1,276.5 


3.04243 


3.900 


0.97500 


77"'10' 


1,371.8 


4.38785 


4.000 


1.00000 


90°00' 


1,600.0 


Infinity 



Table XVII. Four and One-half-second Subbase 



t 

Seconds 


Sin D 


D 

Degrees 


D 
Mils 


Tan D 


0.100 


0.02222 




22.6 


0.02223 


0.200 


0.04444 


2''33' 


45.3 


0.04449 


0.300 


0.06667 


3°49' 


68.0 


0.06682 


0.400 


0.08889 


5°06' 


90.7 


0.08924 


0.500 


0.11111 


6°23' 


113.4 


0.11180 


0.600 


0.13333 


7°40' 


136.2 


0.13453 


0.700 


0.15556 


8°57' 


159.1 


0.15747 


0.800 


0.17778 


10°14' 


182.1 


0.18066 


0.900 


0.20000 


11°32' 


205.1 


0.20412 


1.000 


0.22222 


12°50' 


228.3 


0.22792 


1.100 


0.24444 


14''09' 


261.6 


0.26209 


1.200 


0.26667 


15''28' 


276.0 


0.27669 


1.300 


0.28889 


16''47' 


298.5 


0.30175 


1.400 


0.31111 


18''08' 


322.2 


0.32736 


1.500 


0.33333 


19"'28' 


346.2 


0.35355 


1.600 


0.35556 


20''50' 


370.3 


0.38041 


1.700 


0.37778 


22°12' 


394.6 


0.40801 
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i 

Seconds 


Sin D 


D 

Degrees 


mis 


Tan D 


1.800 


0 40000 


23°35' 


419.2 


0.43644 


1.900 . 


0 42222 

^ r If If If 1 


24058' 


444.0 




2.000 


0.44444 




4(>Q 1 




2.100 


0.46667 


27 49 


494.5 


0.52764 




\3Aooou 


^9 ID 


O^U.o 


U.0OV4O 


2.300 


0.61111 


30°44' 


646.6 


0 59465 


2.400 


0 S3333 


32''14' 


573.0 


0 B3049 


2.500 


0 S5556 


33°45' 


600.0 


0 66815 


o cnn 




35°18' 


627.5 


0.70789 


9 700 


\j ,\3\J\j\j\j 


OD 


DOO.O 




2.800 


0 62222 


38°29' 


684.1 


0 79483 


2.900 


0.64444 


40°07' 


713.3 


0 84280 


3.000 


0.66667 


41°49' 


743.3 


0.89443 


o.lUU 


U.uoooif 




nn A 1 


A QCnQ'7 

u.youo 1 


3.200 


A 71 1 n 

\j ^ i X.LLL 




oL/0.0 




3.300 


0.73333 


47°10' 


838.5 


1.07864 


3.400 


0 75556 


49°04' 


872.4 


1.15337 


3.500 


0.77778 


51°03' 


907.7 


1.23744 


o.bUO 


O.oOOOO 


00 08 


dAA E 

944.0 


1 00000 
1.00000 


O.I \J\J 


rt S9999 




i700.a 




3.800 


0.84444 


57°37' 


1 024.2 


1.57651 


3.900 




60°04' 


1 068.0 


1.73720 


4.000 


V.00009 


62°44' 


1,115.3 


1 94029 


A 1 nn 
4.1UU 


U.Srllll 


DO 4U 


1 1 C7 0 

1,1b 1.0 




4.200 


0.93333 


68°58' 


1,226.0 


2.59973 


4.300 


0.96556 


72°51' 


1,295.2 


3.24125 


4.400 


0.97778 


77°54' 


1,384.9 


4.66399 


4.500 


1.00000 


90°00' 


1,600.0 


Infinity 


Table XVIII. Five-second Subbase 


t 

Seconds 


Sin D 


D 

Degrees 


D 
IMils 


Tan D 


0.100 


0.02000 


1°09' 


20.4 


0.02000 


0.200 • 


0.04000 


2''18' 


40.8 


0.04003 


0.300 


0.06000 


-3'^6' 


61.2 


0.06011 


0.400 


0.08000 


4°35' 


81.6 


0.08026 


0.500 


0.10000 


5''44' 


102.0 


0.10050 
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( 

Seconds 


Sin D 


D 

Degrees 


D 
Mils 


Tan D 


0.600 


0.12000 


6°54' 


122.5 


O.lZOoV 


0.700 


0.14000 


S-OS' 


143.1 


0.14139 


0.800 


0.16000 


9''12' 


163.7 


0.16209 


0.900 


0.18000 


10°22' 


184.4 


0.18299 


1.000 


0.20000 


11°32' 


206.1 


0.20412 


1.100 


0.22000 


12°43' 


225.9 


0.22553 


1.200 


0.24000 


13°53' 


246.9 


0.24723 


1.300 


0.26000 


15''04' 


267.9 


0.26926 


1.400 


0.28000 


16°16' 


289.1 


0.29167 


1.500 


0.30000 


17°27' 


310.4 


0.31449 


1.600 


0.32000 


18°40' 


331.8 


0.33776 


1.700 


0.34000 


19">53' 


363.4 


0.36164 


1.800 


0.36000 


21''06' 


376.1 


0.38687 


1.900 


0.38000 


22 "20' 


397.0 


0.41082 


2.000 


0.40000 


23 35' 


419.2 


0.43644 


2.100 


0.42000 


24°50' 


441.5 


0.46280 


2.200 


0.44000 


26°06' 


464.1 


0.48998 


2.300 


0.46000 


27°23' 


486.9 


0.51807 


2.400 


0.48000 


28°41' 


610.0 


0.54716 


2.500 


0.50000 


30°00' 


633.3 


0.57735 


2.600 " 


0.62000 


31°20' 


567.0 


0.60878 


2.700 


0.54000 


32°41' 


581.0 


0.64159 


2.800 


0.56000 


34''03' 


605.4 


0.67593 


2.900 


0.58000 


35°27' 


630.2 


0.71199 


3.000 


0.60000 


36''52' 


655.5 


0.75000 


3.100 


0.62000 


38°19' 


681.2 


0.79021 


3.200 


0.64000 


39''48' 


707.4 


0.83293 


3.300 


0.66000 


41°18' 


734.2 


0.87862 


3.400 


0.68000 


42''51' 


761.7 


0.92743 


3.600 


0.70000 


44°26' 


789.8 


0.98020 


3.600 


0.72000 


46°03' 


818.7 


1.03750 


3.700 


0.74000 


47°44' 


848.6 


1.10020 


3.800 


0.76000 


49°28' 


879.4 


1.16937 
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I 

Seconds 


Sin D 


D 

Degrees 


D 

TUfila 


Tan D 




v. 1 oV/Uv 


ul J.O 


v±±.o 


1 9ARAK 






PIQ°ft8' 


QAA f\ 


1.00000 




ft 89ftnft 


oo uo 


Q7Q ^ 




4.200 


0.84000 


57°08' 


1,015.8 


. 1.54814 


4.300 


0.86000 


59°19' 


1,054.5 


1.68530 




U.ooUUv 


fit OQQ/ 

OX o«f 


1 AQK Q 


1 fiKQ'ZQ 
X.oO^ lO 






fiA<*ftQ' 


X|X4U>0 




A flfifi 


n Q9ftftft 


DO uD 


1 IRQ R 




4.700 


0.94000 


70°03' 


1,245.4 


2.75519 


4.800 


0.96000 


73-44' 


1,310.9 


3.42857 


4.900 


0.98000 


78°31' 


1,395.9 


4.92469 


6.000 


1.00000 


90°00' 


1,600.0 


Infinity 


Table XIX. Five and One-half-second Subbase 


t 

Seconds 


Sin D 


D 

Degrees 


D 
Mils 


Tan D • 


0.100 


0.01818 


1°03' 


18.6 


0.01818 


0.200 


0.03636 


2°05' 


37.0 


0.03639 


0.300 


0.05455 


3''08' 


55.6 


0.05463 


0.400 


0.07273 


4''10' 


74.1 


0.07292 


0.500 


0.09091 


5°13' 


92.7 


0.09129 


0.600 


0.10909 


6''16' 


111.3 


0.10976 


0.700 


0.12727 


7°19' 


130.0 


0.12882 


0.800 


0.14545 


8°22' 


148.7 


0.14702 


0.900 


0.16364 


9°25' 


167.4 


0.16587 


1.000 


0.18182 


10°29' 


186.2 


0.18490 


1.100 


0.20000 


11°32' 


205.1 


0.20412 


1.200 


0.21818 


12°86' 


224.0 


0.22357 


1.300 


0.23636 


13°40' 


243.1 


0.24326 


1.400 


0.25455 


14''45' 


262.2 


0.26322 


1.500 


0.27273 


15°50' 


281.4 


0.28347 


1.600 


0.29091 


16°55' 


300.7 


0.30406 


1.700 


0.30909 


IS'OO' 


320.1 


0.32501 


1.800 


0.32727 


19°06' 


339.6 


0.34635 


1.900 


0.34545 


20°13' 


359.3 


0.36812 


2.000 


0.36364 


21°19' 


379.1 


0.39036 



499 



Seconds 


Sin D 


D 

Degrees 


D 
Mils 


Tan D 


2.100 


0.38182 


22°27' 


399.0 


0.41312 


2.200 


0.40000 


23-35' 


419.2 


0.43644 


2.300 


0.41818 


24°43' 


439.5 


0.46037 


2.400 


0 4363B 


25°52' 


459.9 


0.48497 


2.600 


0 45455 


27°02' 


480.6 


0 51031 




V.4 1 A f O 


nooiq' 






2.700 


0.49091 


29°24' 


622.7 


0.56348 


2.800 


0.50909 


so-ae' 


644.1 


0.59148 


2.900 




ox 












f;S7 7 


ft fit;ft7q 


3.100 




34°18' 


609.9 




3.200 


0.58182 


35°35' 


632.5 


0.71536 


3.300 


0.60000 


36''52' 


666.5 


0.75000 


3.400 




38°11' 


678.8 


0 78646 


3.500 




39''31' 


702.6 


0 82496 


3.600 


0 6.5455 


40°53' 


726.8 


0.86577 


3.700 


0.67273 


42°17' 


751.6 


0.90923 


3.800 


0.69091 


43°42' 


776.9 


0.95569 






40 ±1/ 




1 00564 


4.000 


V* f A 1 ^ 1 




829.5 


1 05963 


4.100 


0.74546 


48°12' 




1.11837 


4.200 


0.76364 


49°47' 


885.1 


1.18275 


> 4.300 


0.78182 


51°26' 


914.3 


1.26391 


4.400 




oo \)0 


944.5 




4.500 


V/.O-LOXO 




976.1 


1 42302 


4.600 




56''45' 


1 004 0 


1 .52572 


4.700 


0.85455 


58°43' 


1,043.7 


1.64533 


4.800 


0.87273 


60°47' 


1,080.5 


1.78761 


4.900 


0.89091 


62°59' 


1,119.8 


1.96157 


5.000 


0.90909 


65°23' 


1,162.3 


2.18218 



500 



t 

Seconds 


Sin D 


D 

Degrees 


D 
Mils 


Tan D 


5.100 


0.92727 


68°01' 


1,209.1 


2.47678 


5.200 


0.94545 


70°59' 


1,262.0 


2.90236 


5.300 


0.96364 


74-30' 


1,324.5 


3.60619 


5.400 


0.98182 


79°03' 


1,405.6 


5.17226 


5.500 


1.00000 


90°00' 


1,600.0 


Infinity 
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APPENDIX VIII 

TYPE SOUND RANGING CORRECTION 
CHARTS 



0 

0.100-1 
0200 
0300 
0400 
0.500 
.0.600-1 
0700 
0,800 
0.900 

r.ooo- 

w 

I I.IOO- 
g 1.200 
o 1.300 
J 1.400 

> r.soo 

uj I.SOO 

5 1.700- 

u 1. 800 

H 1.900 
2.000 
2.100 
2.200 
2.300' 
2.400 
2.500- 
2.600 
2.700 
2.800 
2.900- 
3.000^ 



TEMPERATURE CORRECTION CHART 

FOR ALL SUB-BASES 




Figure 150. Temperature correction chart for all 
subbases. 
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Figure 151. Curvature correction chart, i-second 
subba^. 
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BEFORE ENTEHNO CHART, LENSTH OF SUBBASE MUST BE CONVERTED TO YARDS. 



Figure 15S, Curvature correction chart, any length 
subbase. 
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WIND SPEED. MILES PER HOUR 
10 15 20 25 30 35 40 15 50 

lilililililililililililililililililt liMiliiililililililil Iilililili 



0 

200 
300 
400 
500 



3200 
3000 
2900 
2800 
2T00 




3200 
3400 
3500 
3600 
3700 
iSOO 
1050 
3900 
3SS0 
4000 
4050 
4100 
4150 
4200 
4250 
4300 
4350 
4400 
4450 
4500 
4650 
4600 
4650 
4700 
4750 
4B00 

3200 
4800 



6400 
6200 
6100 
6000 
5900 

5800 
5750 
5700 
5650 
S600 a> 

6560 J 

5500s 

6450 . 

5400'* 

5350 y 

5300.(9 

6250 I • 

5200q 

5150 Z 

5100 % 

5060 

5000 

4950 

4900 

4860 

4800 

4800 
6400 
+ 



BEFORE ENTERINO CHART, LENGTH OF SUBBA8E MiJiT tE CONVERTED TO YARDS. 



Figure 15^, Wind correction chart, any length subbase. 
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APPENDIX IX 
VELOCITY OF SOUND IN AIR 



The velocity of sound in air for a specific tem- 
perature may be determined from the formula — 
Fa, = 337.6 ■X"+ 458.5 meters per second 
508.5 

Where X = effective temperature in °F. taken 
from Weather Data for Sound Ranging Form 
(fig. 73). Effects of both temperature and humid- 
ity are taken into account. 



948797°— 51— 33 
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APPENDIX X 



SURVEY AND COMPUTATION TABLES 
FOR CURVED BASE 





M4 Ms 



M| . Me , efc- Microphone positrons 
Cr, Cs . «tc.- Midpoints of lubbaBos 
t " Length of tubbos* (sound seconds) 
b - Length of subbasos 

L " Length ot long chord (M, to Mg ) 

B ■ Angulor cffset between odjocent tubboses 

r ■ Rodrus of ore passing through midpoints 

Center of eurvoture - Center of arcs on which microphones ontf 
midpofnti this fs olio the point where- the perpendicutor 
bisectors of the subboses converge. 



Figure 155. Elements of curved sound ranging bases. 
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APPENDIX XI 



TABLES FOR COMPUTATION OF GRID 
CONVERGENCE AND SCALE FACTORS 



Table XXI. UTM Scale Factors for Artillery Use 



Log 

E E Scale 

Factor 

500,000 500,000 : 9.99983-10 

510,000 490,000 9.99983 

520,000 480,000 9.99983 

530,000 470,000 9.99983 

540,000 460,000 9.99984 

550,000 450,000 9.99984 

560,000 440,000 9.99985 

570,000 430,000 9.99985 

580,000 420,000 9.99986 

590,000 410,000 9.99987 

600,000 400,000 9.99988 

610,000 390,000 9.99989 

620,000 380,000 9.99990 

630,000 370,000 9.99992 

640,000 360,000 9.99993 

650,000 350,000 9.99995 

660,000 340,000 9.99996 

670,000 330,000 9.99998-10 

680,000 320,000 0.00000 

690,000 310,000 0.00002 

700,000 300,000 0.00004 

710,000 290,000 0.00006 

720,000 280,000 0.00009 

730,000 270,000 0.00011 

740,000 260,000 0.00013 

750,000 250,000 0.00016 

760,000 240,000 0.00019 

770,000 230,000 0.00022 

SI I 



Log 
Scale 
Factor 



780,000 220,000 0.00025 

790,000 210,000 0.00028 

800,000 200,000 0.00031 

810,000 190,000 0.00034 

820,000 180,000 0.00037 

830,000 170,000 0.00041 

840,000 160.000 0.00044 

850,000 150,000 0.00048 

860,000. 14 0,000 0 00052 

Example: The point A in the northern hemi- 
sphere has the approximate coordinates: 
E — 634,000 meters 
N = 4,879,000 meters 
A sun azimuth to B is observed as 45° 18' from 
the south. , 

E' — 134,000 meters, q — .184 
log q = 9.1271 
log Function XV = 4.4951 
log C". = 3.6222 
C" = 4,190" 
= 1° 9' 50" 
Astronomic azimuth (from S.) = 45° 18' 
Convergence — 1° 10' 
+ 180° 00' 

Plane azimuth (from N.) 224° 08' 
(The log of Function XV is obtained from Table 
XXILbelow.) 
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Table XXII. Auxiliary Table for Convergence 
Computation 



Northing 
ot Gr 


Log 
of (XV) 


Northing 
(meters) 


Log 
of (XV) 


Northing 
(meters) 


Log . 
of {XV) 


2 650 000 


4.1575 


3 


000 000 


4.2191 


3 


350 000 


4.2759 


9 fifiO (\C\(\ 
Lt DDL/ \)\J\J 




3 


010 000 




3 


360 000 


4 977*^ 






3 


020 000 




3 


370 000 


A 97Qn 


Z DoU UUU 




3 


030 000 




3 


380 000 








3 


040 000 




3 


390 000 


A 9Q99 


2 700 000 


4.1666 


3 


050 000 


4.2275 


3 


400 000 


4.2837 


^ i x.\j UUU 


4.IO0O 


3 


060 000 


A 99Q1 


3 


410 000 




9 79ft Ann 




3 


070 000 




3 420 000 


A 9QAO 


^ /t>U Uvv 


A 1791 


3 


080 000 


A 9^9A 


3 


430 000 


A 9QG4 


9 7/1 A AAA 


4 1 7^Q 


3 


090 000 




3 


440 000 


A 9SQQ 


2 750 000 


4.1757 


3 


100 000 


4.2357 


3 


450 000 


4.2915 


9 7f?A AAA 


A 1 77f^ 
4.1 ( ( 0 


3 


110 000 




3 


460 000 




9 77A AAA 


^.1 / i7ii 


3 


120 000 




3 


470 000 


A 9Q4K 


9 7aA AAA 
^ toy) \j\j\t 


A 1 SI A 


3 


130 000 




3 


480 000 


A 9Qfi1 


9 7QA AOrt 




3 


140 000 


4.2423 


3 


490 000 


4 9Q7fi 


O OAA AAA 

2 800 000 


4.1846 


3 


150 000 




3 


500 000 


4.2991 


2 810 000 


4.1863 


3 


160 000 


4.2456 


3 


510 000 


4.3007 


2 820 000 


4.1881 


3 


170 000 


4.2472 


8 


520 000 


4.3022 


2 830 000 


4.1899 


3 


180 000 


4.2488 


3 


530 000 


4.3037 


2 840 000 


4.1916 


3 


190 000 


4.2504 


3 


540 000 


4.3052 


2 ooO 000 




3 


200 000 




3 


550 000 


4.3068 


2 860 000 


4.1951 


3 


210 000 


4.2537 


3 


560 000 


4.3083 


2 870 000 


4.1968 


3 


220 000 


4.2553 


3 


570 000 


4.3098 


2 880 000 


4.1986 


3 


230 000 


4.2569 


3 


580 000 


4.3113 


2 890 000 


4.2003 


3 


240 000 


4.2585 


3 


590 000 


4.3128 


2 900 000 


4.2020 


3 


250 000 


4.2601 


3 


600 000 


4.3143 


9 QIA OOfl 


4.2038 


3 


260 000 


4.2617 


3 


610 000 


4.3158 


9 Q9A AAA 




3 270 000 


4.2633 


3 


620 000 


4 3173 




A QtVTO 


3 280 000 


4.2649 


3 


630 000 


4.3188 


9 Q4A AAA 




3 


290 000 


4.2664 


3 


640 000 


4 ^903 


2 950 000 


4.2106 


3 


300 000' 


4.2680 


3 


650 000 


4.3218 


2 960 000 


4.2123 


3 


310 000 


4.2696 


3 


660 000 


4.3233 


2 970 000 


4.2140 


3 


320 000 


4.2712 


3 


670 000 


4.3248 


2 980 000 


4.2157 


3 


330 000 


4.2728 


3 


680 000 


4.3263 


2 990 000 


4.2174 


3 


340 000 


4.2743 


3 


690 000 


1 4.3278 



513 



Northing 
(meters) 


Log 
of (XV) 


Northing 
(meters) 


Log 

of {XV) 


Northing 
(meters) 


Log 

of (XV) 


3 700 000 


4.3293 


4 050 000 


4.3801 


4 400 000 


4.4293 


3 710 000 


4.3307 


4 060 000 


4.3816 


4 410 000 


4.4307 


3 720 000 


4.3322 


4 070 000 


4.3830 


4 420 000 


4.4321 




4.3337 


4 ORO 000 

VOV Wv 


4.3844 


4 430 000 


4.4334 


3 740 000 


4.3352 


4 090 noo 


4.3858 


4 440 000 


4.4348 


3 750 000 


4.3367 


4 100 000 


4.3872 


4 450 000 


4.4362 


3 760 000 


4.3381 


4 110 000 


4.3887 


4 460 000 


4.4376 


3 770 000 


4.3396 


4 120 000 


4.3901 


4 470 000 


4.4390 


Q 7QA Ann 


4 Wt 1 


4 1^0 000 


4.3915 


4 Ann noo 


4 4404 




A Q49f; 


4 140 000 


4.3929 


4 4Q0 000 


4 4417 


3 800 000 


4.3440 


4 150 000 


4.3943 


4 600 000 


4.4431 


3 810 000 


4.3455 


4 160 000 


4.3957 


4 510 000 


4.4445 


3 820 000 


4.3469 


4 170 000 


4.3971 


4 520 000 


4.4459 


3 sqft 000 




4 ISO 000 


4 ^JQS"; 

ri.0*700 


4 "5.^0 000 


4.4473 


3 R4.0 000 


4 3499 


4 190 000 


4.4000 


4 R40 000 


4.4486 


3 850 000 


4.3513 


4 200 000 


4.4014 


4 550 000 


4.4500 


3 860 000 


4.3528 


4 210 000 


4.4028 


4 560 000 


4.4514 


3 870 000 


4.3542 


4 220 000 


4.4042 


4 570 000 


4.4528 


3 SSO 000 




4 ?^0 000 




4 *;80 000 

t OOV vw 


4.4541 


3 M(i 000 


1 J. 


4 940 000 


4.4070 


4 fi90 000 


4.4555 


3 900 000 


4.3586 


4 250 000 


4.4084 


4 600 000 


4.4669 


3 910 000 


4.3600 


4 260 000 


4.4098 


4 610 000 


4.4583 


3 920 000 


4.3615 


4 270 000 


4.4112 


4 620 000 


4.4596 


3 930 000 


4.3629 


4 280 000 


4.4126 


4 630 000 


4.4610 


3 940 000 


4.3644 


4 990 000 


4.4140 


4 fi40 000 


4.4624 


3 950 000 


4.3658 


4 300 000 


4.4154 


4 650 000 


4.4637 


3 960 000 


4.3672 


4 310 000 


4.4168 


4 660 000 


4.4651 


3 970 000 


4.3687 


4 320 000 


4.4182 


4 670 000 


4.4665 


3 980 000 


4.3701 


4 .^.^0 000 


4.4196 


4 680 000 
uov vw 


4.4678 






4 940 nnn 


4 491 n 


4 AQO 000 


4 4A99 


4 000 000 


4.3730 


4 350 000 


4.4223 


4 700 000 


4.4706 


4 010 000 


4.3744 


4 360 000 


4.4237 


4 710 000 


4.4720 


4 020 000 


4.3758 


4 370 000 


4.4251 


4 720 000 


4.4733 


4 030 000 


4.3773 


4 380 000 


4.4265 


4 730 000 


4.4747 


4 040 000 


4.3787 


4 390 000 


4.4279 


4 740 000 


4.4761 



SI4 



Northing 
(meters) 


liOg 

of (jcy) 


Northing 
(meters) 


Log 
of (XV) 


Northing 
(meters) 


Log 
of (XV) 


4 750 000 


4.4774 


5 


050 


000 


4.5183 


5 


350 


000 


4.5593 


4 760 000 


4.4788 


er 
O 


ObO 


AAA 


4.5197 


O 


ooU 


AAA 
UUU 


4.5607 


4 770 000 


4.4802 


c 
D 




AAA 


4.5211 


c 
o 


O / U 


AAA 
UUU 


4.5620 


4 TaO 000 


4.4815 


c 
D 


vol) 


AAA 
UUU 


4.5224 


0 


QCA 

ooU 


AAA 
UUU 


4.5634 


4 7y0 000 


4.4829 


0 


uyu 


AAA 

UUU 


4.5288 


0 


QQA 

oyu 


AAA 
UUU 


4.5o4o 


4 800 000 


4.4843 


5 


100 


000 


4.5251 


5 


400 


000 


4.5662 


4 810 000 


4.4856 


0 


1 1 A 
ilU 


AAA 
UUU 


4.5265 


D 


/) 1 A 
41U 


AAA 
UUU 


4.5675 


4 820 000 


4.4870 


0 


1 OA 


AAA 
UUU 


4.5279 


c 
0 


y1 OA 

4^U 


AAA 
UUU 


4.5689 


A OOA AAA 
4 OdO 000 


4.4883 


c 
t> 


1 QA 


AAA 

UUU 


4.5292 


c 
0 


/I 2A 

4oU 


AAA 


4.0 (Uo 


>l O.IA AAA 

4 o40 000 


4.4897 


D 


1 An 
I4U 


AAA 
UUU 


4.5306 


e 
0 


44 U 


AAA 
UUU 


4.0(1 / 


4 850 000 


4.4911 


5 


150 


000 


4.5320 


5 


450 


000 


4.5730 


4 860 000 


4.4924 


r 
0 


I Oil 


AAA 
UUU 


4.5333 


c 
0 




AAA 
UUU 


4.5744 


4 870 000 


4.4938 


e 
0 




UUU 


4.5347 


5 


/^7A 


AAA 
UUU 


4.5758 


ji OOA AAA 

4 880 000 


4.4952 


0 


1 OA 


AAA 
UUU 


4.5361 


e 
0 


4oU 


AAA 
UUU 


4.0 t li 


4 OAA AAA 

4 890 000 


4.4965 


e 
O 


1 OA 


AAA 

UUU 


4.5374 


K 
t> 


yf OA 


AAA 
UUU 


A C70C 

4.5/00 


4 900 000 


4.4979 


5 


200 


000 


4.5388 


5 


500 


000 


•4.5799 


4 910 000 


4.4993 


0 




AAA 
OUU 


4.5401 


5 


1^1 A 
OlU 


AAA 


4.5813 


4 920 000 


4.5006 


e 
0 




AAA 

UUU 


4.5415 


5 


D^U 


AAA 
UUU 


4.5827 


AOA AAA 

4 9d0 000 


4.5020 


0 


OOA 


AAA 
UUU 


4.5429 


E 

0 


KOA 

OoU 


AAA 

UUU 


A K.OAi 

4.0o41 


A l\A(\ AAA 

4 940 000 


4.5033 


0 




AAA 

UUU 


4.5442 










4 950 000 


4.5047 


5 


250 


000 


4.5456 










4 960 000 


4.5061 




260 


000 


4.5470 










4 970 000 


4.5074 


5 


270 


000 


4.5483 












4.0UOO 


5 


280 


000 












■k £7(71/ Ul/U 




K 
O 


290 


000 


A fill 1 










5 000 000 


4.5115 


5 


300 


000 


4.5524 










5 010 000 


4.5129 


5 


310 


000 


4.5538 










5 020 000 


4.5142 


5 


320 


000 


4.5552 










5 030 000 


4.5156 


5 


330 


000 


4.5566 










5 040 000 


4.5170 


5 


340 


000 


4.5579 











515 



INDEX 





Paragraphs 


Page 


Accuracy of locations. . . 


57, 66 


66, 74 


For flash ranging. . 


ISO, 132 


259, 265 


Adjusting reference lines 


116 


203 


Adjustment of fire 


5 






137 






164 


350 




112, 118, 122 


185, 235, 237 


Air Weather Sei-vice 


173, 179, 181 


376, 383, 385 




70, 91 


81, 137 


Amphibious operations. . 


187 


397 


Angle-of-site adjustment 


App. Ill 


461 


Appearance of objects at 






different distances .... 


App. Ill 


461 




63 


71 




155 


330 


Assumed coordinates .... 


63 


71 


Astronomic azimuth 


94 


138 


Altitude method 


94 


188 




94 


138 




93 


135 




93 


135 


TTonr anfrlp iTiptHod _ 




139 




92 


134 


Orientation for flash 








140 


296 




162 


344 


Azimuth convei'sion 


65 


72 


Ballistic meteorological 








171 


375 


Bases : 








129 


257 




129, 133, 134 


257, 278 




9G-a7, 105, 123 


148, 169, 237 


Battalion commander. . . . 


12 


4 


Battery position: 








39 


47 




37 


46 



51? 



Paragraphs 

Battlefield surveillance by 

radar 166 

Calculator method H"^ 

Caliber, determination of 

by sound ranging 126 

Calibration of friendly 

artillery 8,149 

Capabilities and limita- 
tions : 

Observation battalion 18 

Flash ranging 18 

Sound ranging 18 

Radar ranging 18 

Celestial triangle 93 

Centralized control 19 

Check lists 29 

Closing horizon 71 

Clutter and coverage.... 159 
Command Post: 

Battalion 39 

Battery 41 

General 43 

Selection 36 

Communication : 

For flash ranging. . . 133 

General 42 

, Radio . 47-49 

Radio sound data 
transmission sys- 
tem 50,109 

Wire 44r-46,107 

Computations: 

Astronomic azimuth 94 

For sound base • • 106 

For triangles 82 • 

Vertical control ...... ■ ■ • - 91- . 

Conversion factors - - App. IV 

Coordinates : 

Assumed 63- 

. Conversion'. - 65 



5L8 



237 
196, 502 
196, 502 



196 
79 



_ Paragraph!! Page 

Conversion to UTM 

^^"'l. 69 79 
Reporting 64 

Types used g4 ,^2 

Corps artillery 5g 

Correction chart: 

Curvature H5, App. VHI 196,502 

Use with subbases 
other than for 
which desig^ned 123 

Temperature 116, App. VIII 

Wind 115, App. VIII 

Corrections : 

Curvature, for time 
intervals 115 

For grid conver- 
gence gg 

Weather, for time in- 

^e'^^alS jgg 

Curvature and refraction 

App.V 489 

Curvature correction : 

^^""^ App. VIII 502 

For time intervals . . 115 jgg 
Curved base, survey and 

computation tables . . . App. X 

Decentralized control ... 23 
Deliberate installations, 

^•^sh 129 257 

Deployment: 

Factors to be consid- 

. ^^^^^^ 24 33 

Typical situation, cen- 
tralized control . . 20 
Typical situation, de- 
centralized control 25 33 

Desert operations 185 

Determination of winds 
aloft 168,171 



508 
31 



29 



392 
373, 375 



Paragraphs Page 

Displacement 22, 27 31, 34 

Distribution of meteoro- 
logical messages 182 388 

Duties of personnel: 

Battalion headquar- 
ters 12 4 

Headquarters battery 14 7 

Observation battery. 15 14 

Electronic meteorological 

message 171 375 

Equipment: 

Battalion • 13 7 

Flash ranging 129, 139, 142 257, 292, 300 

Radar ranging 153 327 

Sound ranging 108-109,116-117 178,203 

Survey 70 81 

Extrapolation 162 344 

Fans: 

Curvature correction 117 225 

Irregular base 116 203 

Range-deflection 116 203 

Regular base 116 203 

Special plotting 117 225 

Use with subbases 
other than , for 

which designed . . . 123 237 
Flash and sound ranging 

centrals 41 49 

Flash ranging: 

Accuracy of locations 130, 132 259, 265 

Adjustment and 

transfer of fire .. 137 290 

Base lengths 130 259 

Calibration of friend- 
ly artillery 149 325 

Conduct of fire 145 318 

Definitions 127 256 

Deliberate installa- 
tions 139 292 



520 



Installations, general 
description 

Locating observation 
posts by resection. 

Measurement of base 
length 

Missions 

Observer procedure . 

Operating procedure 

Orientation of instru- 
ments 

Plotting 

Plotting charts 

Polar plotting 

Rapid installations . . 

Reporting targets . . 

Survey methods • 

Forcing sound plots 

Frequency of meteoro- 
logical messages 

Functions of angles 

Grid convergence, compu- 
tation 

Headquarters battery: 

Communication pla- 
toon 

Duties of personnel . . 

Maintenance section 

Operations platoon . . 

Organization 

Service platoon 

Topographical pla- 
toon 

Height-time plot 

Improvised plotting board 
Intelligence : 

Agencies 

Counterbattery 



Paragraphs 


Page 


129 


257 


1 


oUo 




Zoo 


128 


256 


136, 138-140 


283, 290 




Zoo, 0\)o 




ZD^, Z270 


142 


ouu 






1 








135 


282 


132, 141 


265, 299 


11 fi 




180 


384 


App. Ill 


461 


App. XI 


511 


tA 


1 


1 A 


n 
1 




rr 
1 


14 


7 


14 


7 


14 


n 
t 


14 


7 


162 


344 






52 


62 


56 


66 



521 



Deliberate installa- 
tions 

Dissemination 

Interpretation 

Mission 

Officer (S2) 

Jungle operations 

Landing operations 

Laying off time scales for 
sound plotting on im- 
provised plotting board 

Lengths of subbases 

Locating friendly ele- 
ments by radar 

Meteorological messag^es 

for sound ranging 

Meteorological section: 

Coordination 

Distribution of mes- 
sages 

Employment 

Liaison 

Mission 

Occupation of posi- 
tion 

Operations 

Selection of position. 
Microphones : 

Arrangement 

Installation 

Installing wire 

Location 

Number 

Military slide rule 

Missing trace plots 

Missions : 

Flash ranging 

Meteorological sec- 
tion 



Paragraphs Page 

129 257 

53 63 

162 344 

51 62 

12, 54 4, 63 

186 393 

187 397 

App. Ill 461 

App. VI 491 

167 370 

172 376 

176 378 

182 388 

174-175 377 

181 385 

170 375 

178 382 

169 375 

177 380 

97 151 

108 178 

107 175 

101 156 

97 151 

134 278 

123 237 

128 256 

170 375 



522 



Observation battalion 

Operations section. . . 

Radar ranging 

Sound ranging 

Survey 

Mountainous terrain, op- 
erations in 

Mounting paper on im- 
provised sound ranging 
plotting board 

Observation battery: 

Battery headquarters 

Communication pla- 
toon 

Duties of personnel . 

Flash ranging pla- 
toon 

Maintenance section. 

Organization 

Radar platoon 

Sound ranging pla- 
toon 

Observation posts: 

Flash ranging 

Locating flash rang- 
ing OP by resection 

Operations of sound 
outpost observers . . 

Organization 

Occupation and organiza- 
tion of position 

Operations : 

Amphibious 

Desert 

Flash ranging ob- 
servers 

In mountainous ter- 
rain 

In snow and extreme 
cold .' 



Paragraphs 

3-9 
54 

151 
95 
59 

184 



App. Ill 



15 

15 
15 

15 
15 
15 
15 

15 

130 
143 

111 

41 

21, 26, 38, 41 

187 
185 

136 

184 

183 



Page 
1 

63 
326 
147 

68 

391 



461 



14 

14 
14 

14 
14 
14 
14 

14 

259 

303 

183 
49 

I, 34, 46, 49 

397 
392 

283 

391 

389 
523 



Jungle 

Maps 

Section 

Sound outpost ob- 
servers 

Operations and training 

of officer (S3) 

Operations platoon, head- 
quarters battery 

Orders : 

Check list for battal- 
ion 

Check list for battery 

Corps artillery 

Precautionary in- 
structions • 

Orientation 

Panoramic sketch 

Party : 

Battalion command- 
er's 

Battery commander's 

Pick-up point 

Plot: 

Azimuth 

Height-time 

Plotter, automatic 

Plotting : 

Ballistic waves and 
shell burst waves. 
Boards : 

Flash ranging 

M5 

Improvised 

Mechanical .... 
Sound ranging . 
Use with sub- 
bases other 
than for which 
designed 



Paragraphs Page 

186 393 

55 64 

54 63 

111 183 

12 4 

14 7 

29 36 

30 38 
28 36 

31 40 
140 296 

136 283 

35 42 

35 42 

164 359 

162 344 

162 344 

162 344 

125 242 

142 300 

116 203 

116 203 

116 203 



123 237 



524 



source to the 





124 


240 




116 


203 


Position areas: 




Counterbattery radar 


41 


49 


Flash and sound rang- 






ing 


41 


49 


Meteorolog-ical sec- 






tion 


40 


47 


Observation posts . . 


41 


49 


Organization of bat- 








41 


49 




153 


327 


x^iiiicipies oi employment 


16-17 


25 


Eadar officer 


15 


14 


Radar ranging: 




Adjustment of fire . . 


164 


359 




152 


326 


Battlefield surveil- 








166 


366 




150 


326 


Determination of 








168 


373 




153 


326 


Location of friendly 








167 


370 




151 


326 


Operation with auto- 






matic plotter .... 


162 


344 




157 


335 




165 


364 




156 


332 


Selection of position 


154 


330 




155 


330 




158 


337 


TA^paT^An IrtositlrtTi Kit 
TV ca^uii XUifdliXUll Ujr ■ . 


xdu 


O AO 


Without automatic 








163 


356 


Rapid installations, flash 


129, 133-134 


257, 278 






525 











36 


44 


TiproTiTiaisaancft ! 








34 


42 


For radar locations , 


157 


335 




35 


42 




32 


41 




112 


185 


XianrwA TAn/lino* ^sniiTin i I 

XVcCUlU. ICCtUllig ^ovwiivi/ • 






OctllioLlU WclVCO • ■ • • ■ 


114, 125 


189, 242 




114 


189 




114, 125 


189, 242 


Indistinct breaks . . • 


114 


189 


Pattern of breaks . ■ 


114 


189 


Typical patterns . . • ■ 


114 


189 








"R o oil r\Yt 


55 


64 




144 


309 




96, 113-114 


148, 185 


Sound flash. and 








144, 162 


309, 344 




116, 162 


203, 344 




155 


330 




5 


2 




137, 146-148 


290, 319 




164-165 


359 




122 


237 




116 


203 


Reporting targets i 








135 


282 




118 


235 








A Ti'nlipji'f'irin 


84 


108 


T .nnnfino* flnsli Tanfl!'- 






ing OP's 


143 


303 


Snlntion of three- 






point problem .... 


85 


108 


Snlntinn nf two-I)oint 








- 89 


118 




83-87 


107 


Three-point failure . 


86 


112 



526 





Paragraphs 


Page 




88 


117 


bcale factors * 








69 


79 


Tables for computa- 






App. XI 


511 




156 


332 




39 


47 


T, _ 1 1 _ _ _. J 


155 


330 




55 


64 


bnow and extreme cold, 








183 


389 


Solution of astronomical 








App. Ill 


461 


Solution of oblique tri- 








App. Ill 


461 


Solution of right tri- 








App. Ill 


461 


OUUilU ■ 








s>D-97, 105, 123 


148, 169, 237 


Ranging; 




Adjustments * • • 


112, 118, 122 


185, 235, 237 


Basic theory . . . 


96 


148 




96, 103 


148, 161 


Comparison of 








98 


152 


Computation of 








106 


171 


Crossed bases . . 


101 


156 


Curved base .... 


98 


152 


Definitions 


95 


147 


Determination of 








126 


249 


Installation .... 


• • 96 


148 


Installing wire. . 


107 


175 


Internal survey 


104 


161 


Irregular bases 


98, 105-106 


152, 169 


Location of base 


101 


156 


Meteorological 






messages .... 


-1. -• 172 


376 






148 



527 



Paragraphs Page 

Operations of out- 
post observers 111 183 
Organization of 
sound rang- 
ing central . . 110 183 
Outpost posi- 
tions 102 159 

Plotting 96,116 148,203 

Recording 96,112 148,185 

Records 97,113 151,185 

Registration . . . 122 237 

Regular base ... 98, 105-106 152, 169 

"Shot in" base. . 104 161 

Survey of base. . 105 169 
Type correction 

charts App.VIII 502 

Recording 97,112 151,185 

Special subbases 123 237 

Supply officer (S4) .... 12 4 
Surveillance of fire: 

Radar 164 359 

Sound 120 237 

Survey: 

Accuracy 67,80 75,102 

Arbitrary control ... 63 71 

Equipment 70 81 

Execution 68 77 

For flash ranging . . _ 132 265 

For radar locations. 158 337 

General description. . 59 68 

Methods 66 74 

Notes 66,73 74,91 

Of sound bases .105 169 

Origin of control 63 71 

Planning 62 71 

Responsibility 68 77 

Rods 70 81 

Traverse 74 94 

Sufvey information cen- 
ter (SIC) 7,61 2,69 



528 



Survey officer: 

Battalion 

Corps artillery 

Observation battei*y. 

Tactical employment of 

battalion 

Tapes and accessories . . . 
Temperature correction 

chart 

Temperature-time conver- 
sion tables 

Terrain saucer 

Three-point resection : 

Failure 

Solution of problem . . 

Summary 

Time interval: 

Curvature correc- 
rections 

Determination and 
processing 

Final 

Special methods for 
processing 

Weather corrections . 

Time scale values 

Transfer of fire: 

Flash ranging 

Sound ranging 

Transit : 

Description 

Measuring angles 

with 

Traverse : 

Computations 

Party 

Triangles : 

Celestial 

Computations 



Paragraphs Pago 

12 4 

12 4 

15 14 

16 25 
70 81 

App. VIII 502 

App. IV 471 

156 332 

86 112 
85 108 

87 112 

115 196 

115 196 

115 196 

117 225 

115 196 

App. VII 492 

137 290 

121 237 

70 81 

71 85 

76 96 

75 95 

93 135 

82 106 

529-' 





Paragraphs 




Triangulation : 




UtJ 




1 1 




ol 


1 09 






101 






QQ . 




7Q 


101 


Two-point resection: 








fifi 
oo 




Solution of problem. 




1 1 s 

xxo 


Type sound ranging cor- 








App. VIII 


502 


Types of meteorological 








179 


383 


Universal transverse mer- 




79 




69 


Tables of scale fac- 








App. XI 


511 


Velocity of sound in air 


A™ TV- 
App. lA. 


507 


Vertical control: 












Computations 




1 ^9 


Differential leveling 


01 


132 




01 






00 

■7V 


127 


Trigonometric level- 








91 


132 


Visual meteorological sec- 








176 


378 


Weapon location, radar. . 


IbU 


040 


Weather : 






Corrections for time 








^ 1 c 

llo 




Information for Air 






Weather Service.. 


173 


376 


Wind correction 'chart . . 


App. VIII 


502 



•j!f U. S. GOVERNMENT PRINTING OFFICE: 1951— 9«7?7 



530. 



